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DIRECTORS1    REPORT. 


San  Francisco,  January  1st,  1884. 
To  the  Members  of  the  Underwriters'  Fire  Patrol  of  S.  F., 

Gentlemen :  The  Directors  are  pleased  to  repeat  their  previous  reports, 
and  advise  you  that  this-  force  continues  in  trim  for  instant  duty,  "ALWAYS 
ON  THE  ALERT,"  and  doing  excellent  service  in  every  instance  ; — also,  that 
the  discipline  required  by  the  Rules  and  Regulations  is  maintained  faithfully. 

All  the  property  belonging  to  this  corporation  is  in  prime  working  order, 
and  likely  to  continue  so,  because  proper  attention  is  bestowed  in  every 
department.     During  the  year  no  unusual  expenses  have  occurred. 

Reference  is  made  to  the  Report  of  Captain  White  for  particulars  not 
referred  to  herein. 

The  Directors  refer  with  much  pleasure  to  the  continued  co-operation 
existing  between  the  officers  and  members  of  the  San  Francisco  Fire  Depart- 
ment and  the  Fire  Patrol.  May  it  long  continue!  The  Directors  are  also 
pleased  to  note  the  continued  kindliness  toward  the  Underwriters'  Fire 
Patrol  of  San  Francisco  on  the  part  of  Chief  Engineer  Scannel,  First  Assistant 
Engineer  Riley,  the  several  District  Engineers,  and  all  subordinates ;  from 
Superintendent  Curran,  of  the  Fire  Alarm  and  Police  Telegraph,  and  his 
assistants ;  from  John  L.  Durkee,  Fire  Marshal,  and  his  assistant ;  from 
Chief  of  Police  Crowley,  and  all  officers  and  members  of  the  Police  force  ; 
from  the  A.  D.  T.,  and  the  Telephone  Company,  and  from  friends  generally. 

Very  respectfully  submitted, 

Gustave  Touchard,   Vice-Prest. 

William  Frank, 

William  J.  Landers, 

A.  D.  Smith, 

C.  I.  Hutchinson, 

Tom  C.  Grant,  Sec.  and  Treas. 

CiiAS.  A.  Laton,  President. 


CAPTAIN  WHITE'S  REPORT. 


Headquarters  Underwriters'  Fire  Patrol, 

San  Francisco,  January  1st,   1884. 

To  the  President  and  Board  of  Directors  of  the   Underwriters'  Fire  Patrol  of 
San  Francisco. 

Gentlemen: — I  have  the  honor  to  submit  herewith  my  Annual 
Report  for  the  year  ending  December  31st,  1883,  together  with  a  statement 
of  the  condition  of  the  Patrol  force  and  its  labors  to  the  present  date,  includ- 
ing the  number  of  alarms  attended,  location  of  same,  covers  spread,  time  of 
service,  and  the  cause  of  all  fires  as  far  as  could  be  ascertained. 

The  Patrol  has  responded  with  usual  promptness  to  all  calls  which  have 
been  made  upon  same,  and  proved  worthy  of  the  position  it  holds.  The 
invariable  readiness  to  submit  to  all  requirements  made  by  the  Directors,  or 
officers  in  charge,  for  the  good  of  the  service,  and  the  safety  of  the  property 
intrusted  to  their  care,  is  satisfactory  evidence  of  the  reasonableness  of  the 
requirements,  and  of  the  intelligence  and  good  character  of  the  men  on  the 
force.  The  horses,  wagons,  covers,  and  all  other  paraphernalia  connected  with 
the  Patrol  are  in  the  best  possible  condition  for  immediate  use. 

There  have  been  important  changes  in  electrical  appliances  at  both  stations, 
which  have  proved  of  great  benefit  in  answering  alarms,  and  the  Patrol  is  now 
well  equipped  for  the  purposes  intended. 

I  am  pleased  to  report  that  the  physique  and  character  of  the  men  on  the 
force  has  not  been  deteriorated  on  account  of  changes  made  during  the  year  ; 
the  present  members  of  the  Patrol  force  are  well  versed  and  have  always 
intelligently  performed  the  duties  assigned  to  them.  It  again  affords  me 
great  pleasure  to  state  that  the  best  of  feeling  still  exists  between  the  officers 
and  members  of  the  Fire  Department  and  Patrol,  each  helping  the  other  at 
times,  and  not  a  single  case  has  been  reported  wherein  any  member  of  either 
department  has  conducted  himself  unbecoming  a  gentleman. 

I  regret  very  much  to  report  that  we  have  had  several  severe  accidents  to 
members  of  the  force  during  the  year.  The  one  most  noticeable  was  on  April 
3d,  in  the  basement  of  the  Palace  Hotel,  where  an  explosion  of  gas  severely 
burned  some  twenty-eight  persons,  including  six  members  of  the  Fire  Depart- 
ment and  seven  of  the  Patrol.     The  facts  in  the  case  are  as  follows  : 

On  April  3d,  at  1.53  p.  m.,  a  citizen  gave  the  Patrol  a  still  alarm;  said 
there  was  a  fire  in  the  basement  of  the  Palace  Hotel.  The  Patrol  responded 
to  the  call,  and  on  arrival  found  an  employee  of  the   Central  Gas  Company 
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trying  to  extinguish  a  fire  near  the  meter.  He  informed  me  that  he  was 
making  repairs,  and  a  slight  explosion  had  occurred,  but  that  the  gas  had 
been  shut  off.  At  that  time  the  Fire  Department  had  received  the  alarm,  and 
some  fifteen  or  twenty  of  its  members  had  arrived  in  the  basement,  among 
whom  was  District  Engineer  Ross,  who  immediately  took  charge.  Capt. 
Ross  and  myself  proceeded  to  locate  the  fire.  We  advanced  ten  or  twelve 
feet  into  the  room  under  the  sidewalk,  when  an  explosion  took  place  which 
shook  the  very  foundation  of  the  hotel  and  severely  burned  some  twenty- 
eight  persons.  Capt.  Ross  was  injured  to  such  an  extent  that  he  died  the  next 
day.  The  following-named  members  of  the  Patrol  force  were  badly  burned 
and  incapacitated  for  duty  for  weeks,  viz  :  E.  I.  Drew,  R.  S.  Chapman,  Geo. 
B.  Larose,  J.  F.  McCormack,  J.  Ford,  G.  W.  Harrison  and  myself. 

At  a  fire  on  Dupont  street  substitute  Frank  Murray  was  badly  cut  on  the 
hand  and  arm  with  glass  while  trying  to  force  open  a  door. 

Many  thanks  are  due  to  the  President  and  the  Directors  for  the  prompt 
manner  in  which  they  have  responded  to  all  requisitions  made,  all  needed 
appliances  having  been  promptly  furnished  by  them,  thus  enabling  the 
Patrol  to  insure  the  desired  perfection.  Again  I  wish  to  thank  the  Board  of 
Directors  for  the  confidence  which  has  been  placed  in  me  as  chief  officer, 
hoping  I  have  complied  with  the  views  of  the  Board  and  carried  out  to  the 
fullest  extent  all  rules  and  orders  issued  by  them  and  to  their  entire  satisfac- 
tion. And  to  the  Hon.  Board  of  Fire  Commissioners  and  to  Chief  of  Fire 
Department  David  Scannell,  Esq.,  I  wish  to  extend  thanks,  and  Assistant 
Chief,  James  Riley ;  also  Engineers  Geo.  Kennard,  Gus  Imbrie,  John 
McCarty  and  Thomas  Sands,  and  all  officers  and  members  of  the  Fire 
Department  for  favors  received  at  their  hands.  I  am  also  very  much 
indebted  to  Fire  Marshal  John  L.  Durkee,  Esq.,  and  his  deputy,  for 
various  kindly  attentions  ;  also  to  John  Curran,  Esq.,  Superintendent  of 
Fire  Alarm  and  Police  Telegraph  and  his  efficient  force,  for  valuable 
services  rendered. 

Before   closing,  allow  me  to  thank  the  Board  of  Police   Commissioners, 
Chief  Crowley,  and  all  officers  and  members  of  the  Police  force  for  uniform 
courtesy  at  all  times  ;  to  all  others  who  have  lent  a  helping  hand,  thanks  ! 
Yours  respectfully,  etc., 

RUSSELL  WHITE, 
Captain   Underwriters''  Fire  Patrol  of  San  Francisco. 
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LIST  OF  MEMBERS  OF  THE  UNDERWRITERS'  FIRE  PATROL 
FORCE. 

Station  No.  1. 


Position. 

Names. 

Aoe. 

No.  of  Badge. 

Charles  H.  Okell 

29 
36 
32 
35 
29 
36 
24 
22 
29 

Scott  Wyckoff 

One 

Two 

Three 

J.  H.  Colen 

Four 

0.  P.  Huntress 

Five 

Patrolman 

Patrolman 

Patrolman 

James  Igo 

J.  Cavanaugh 

Harry  Nash  (Substitute). . . 

Six 

Seven 

Eight 

Station  No.  2. 


30 
25 
23 
22 
29 

A.  D.  Yost 

Ten 

Patrolman 

Patrolman 

R.  S.  Chapman 

James  Maloney  (Substitute)..  . 

Eleven 
Twelve 

Captain  in  command,  Russel  White,  aged  41. 
Head-quarters,  Stevenson  Street  Station. 


APPOINTMENTS,  RESIGNATIONS,    ETC.,   DURING  THE  YEAR. 

Appointments. 

E.  I.  Drew,  J.  H.  Colen,  0.  P.  Huntress,  James  Igo,  J.  Cavanaugh, 
Wm.  Horn,  A.  D.  Yost,  R.  S.  Chapman. 

Resignations. 

Fred.  Armstrong,  G.  W.  Harrison,  Thomas  Dornin,  W.  F.  Thomas, 

Charles  Thoney. 

(To  engage  in  other  business). 


Withdrawn,  Etc. 
Geo.  B.  Larose,  Robert  Woodside,  J.  F.  McCormack,  Geo.  Short. 
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TOTAL  NCMI'.Ki:  OF    FIRES  AND  ALARMS  DURING  THE  YEAR. 

Received,  all  told 392 

Of  which  there  were  Bell  Alarms <*78 

Telephone  Alarms '} 

Still  Alarms 4jj 

False  Alarms ° 

Total      392 


SERVICES  PERFORMED  BY  PATROL. 

Hours  of  active  service 287  hours,  30  minutes 

Number  of  Covers  spread 1, 133 

"  fires  extinguished 35 

' '  extinguishers  used 84 

"  fires  held  in  check,  etc 11 

Thirty-eight  alarms   being  out  of   Patrol  district,    responded  to   by  the 
Captain. 


Jan. 

19th. 

" 

20th. 

" 

21st. 

" 

27  th. 

Feb. 

7th. 

" 

9th. 

" 

17th. 

" 

27th. 

March  U 

Marcl 

i  17th. 

April 

13th. 

May 

18th. 

June 

6th. 

" 

11th. 

July 

3,1. 

" 

4th. 

" 

4th. 

<« 

4th. 

" 

4th. 

" 

1th. 

" 

14th. 

" 

14th. 

" 

17th. 

" 

17th. 

" 

30th. 

Aug. 

7th. 

" 

19th. 

" 

28th. 

" 

28th. 

Sept. 

4th. 

" 

23d. 

FIRES  EXTINGUISHED  BY  PATROL. 

517  Mission  street Match  Factory 

Northeast  cor.  California  and  Leidesdorff  Sts..  .Insivrance  Office 

633  and  635  Clay  street Shoe  Factory 

410  Clay  street Lithograph  Rooms 

561  Tehama  street Dwelling 

406  Octavia  street Dwelling 

111  to  119  Post  street Olympic  Club  Rooms 

25  to  31  Main  street Machine  Shop 

115  and  1 17  Beal  street Machine  Shop 

621  Bush  street Dwelling 

963  Mission  street Lodging  House 

261  Third  street   Clothing  Store 

8  Sixth  street Saloon 

121  Beal  street Wagon  Manufactory 

121  Beal  street Wagon  Manufaetoi'y  and  Machinery 

lili  1   1  Toward  street Dwelling 

307   East  street Candy  Store 

617  Larkin  street Dwelling 

24  Ash  avenue Dwelling 

41  Jessie  street Grocery  Store 

407  Washington  street Restaurant 

14th Rekindling  of  above 

48  to  54  Second  street Lounge  Manufactory 

1  Ttli Rekindling  of  above 

19  Frederick  street Dwelling 

422  Sacramento  street Tinware  Manufactory 

125  and  127  Main  street Canned  Goods 

Northwest  corner  Bush  and  Battery  streets Dry  Goods 

546  Washington  streets Boots  and  Shoe  Store 

311  California  street Insurance  Offices 

215  and  219  Bush  street Stationers  and  Lithographers 
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FIRES  EXTINGUISHED  BY  PATROL -Coxtinued. 

Oct.  9th.  83  Stevenson  street Dwelling 

Nov.  4th.  114  and  116  Beal  street Machine  Shop 

Nov.  18th.  512  Howard  street Hotel 

Dec.  15th.  638^  Mission  street Dwelling 


FIRES  HELD  IN  CHECK  UNTIL  ARRIVAL  OF  FIRE  DEPARTMENT. 

Jan.       1st.     420  Clay  street Printing  Office 

Jan.    16th.     417  Fourth  street Saloon 

Feb.    13th.     1065  Mission  street Dwelling 

May     9th.     20-22  Sansome  street Shirt  Factory 

May   27th.     214  Dupont  street Saloon 

June     6th.     106-108  Post  street Stable 

Sept.  17th .     205-207  Kearny  street Lodging  House 

Oct.    13th.     100  Turk  street Dwelling 

Dec.     5th.     501  Post  street Lodging  House 

Dec.      8th.     228  Front  street Cigar  Factory 

Dec.    17th.     1141  Folsom  street Dwelling 


THE  FOLLOWING  RECORD  WILL  SHOW  THE  NUMBER  OF  COVERS 
USED  AT  84  FIRES. 


Fires,  of  1  Cover  each 


7   " 

3 

11   " 

4 

6   " 

5 

3   " 

6 

4   " 

7 

3   " 

S 

5   " 

9 

2   " 

10 

3   " 

11 

6   " 

12 

1   " 

14 

1   " 

16 

1   " 

19 

70 


410 
723 


Total  number  of  Covers.  .    1,133 


2  Fires, 

of  21  Covers  each . . . 

42 

1 

23 

23 

1   " 

25 

25 

1   " 

28 

28 

1   " 

30   " 

30 

1   " 

31 

31 

1 

34   " 

34 

1 

44 

44 

1 

56 

56 

1 

57   '• 

57 

1   " 

62 

62 

1   " 

64   " 

64 

227 

22V 

14 
70 

84     Total  number  of  Fires. 


84  Fires.         1,133  Covers.         Average,   13. 
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CONDENSED  SCHEDULE  OK  PROPERTY  ON    HAND  AT  THE 
PATROL  STATIONS. 

Station  No.    1. 

Eorses 5 

Wagon,  large,  two-horse 1 

Wagon,  small,  two-horse 1 

Buggy 1 

Covers 311 

Together  with  all  other  equipments,  furniture,  etc.,  etc. 

Station  No.  2. 

Wagon,  large 1 

Wagon,  large  (spare,  fully  equiped) 1 

Horses 2 

Eorse  (spare) 1 

Covers 102 

Together  with  all   other   equipments,   furniture,   etc.,   including    building 
and  improvements. 


COVERS  ON  HAND. 


At  Station  No.  1 311 

At  Station  No.  2 102 

At  Oakland,  on  hook  and  ladder  truck 12 

Total 425 


COVERS  DESTROYED  AT  FIRES. 

M  a  rch   1 5th , 2  covers  destroyed,  box  69 

May       12th 12  covers  destroyed,  box  68 

June        8th 1  cover  destroyed,  box  42 

June     20th 2  covers  destroyed,  box  4S 


BLANKS  AND  STATIONERY,  ETC. 

In  the  ollices  of   the    President,  Secretary  and  Treasurer  will  be  found 
certain  property,  blanks,  etc.,  etc. 
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GRADE  OF  LOSSES,   1S83. 


144 

SS 

44 

4 


Losses. 

Under  $100 

$100  to  SI, 000 

$1,000  to  $10,000 

$10,000  to  $20,000 

§30,000  to  $40,000 

$40,000  to  $50,000   

Losses  over  $50,000,  as  follows  : 
June   20,    1883:     Three    story 
brick  building,  Nos.  113  to 

123  Post  Street $306,093  72 

August  4,  1883,  Stockton  and 
Sutter  Sts.,  Winter  Garden 
Theater  and  adjoining  build- 
ings    139,024  53 


$  4,489  85 
28,731  37 
111,209  07 
52,741  20 
72,424  OS 
47,191  00 


$  31  18 
326  49 

2,527  4S 
13,185  30 
36,212  04 
47,191  00 


222,559  14 


285 


$761,904  82   82,673  35 
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TREASURERS'    REPORT 


RECEIPTS  AND  DISBURSEMENTS. 


For  the   Year  ending  December  31st,  1883. 


Mr.  President  : — I  herewith  submit  my  Report  as  Treasurer  of  the  Under- 
writers' Fire  Patrol  of  San  Francisco,  for  the  year  ending  December  31st,  1883. 


Receipts. 

1883. 

Balance  from  1882 $2,965  06 

Jan.    31.     Assessment  No.  32,  levied  on  returns  of  De- 
cember 31st,   1882 $4,867  05 

April  30.     Assessment  No.  33,  levied  on  returns  of  March 

31st,  1S83 5,917  65 

July   31.     Assessment  No.  34,  levied  on  returns  of  June 

30th,   1883 6,902  00 

Oct.    31.     Assessment  No.  35,  levied  on  returns  of  Sep- 
tember 30th,  1883 6,455  00 

24,141  70 

June  23.     Sale  of  horse  "Betsy  B " 100  00 

Dec.   31.     Rent  of  portion  of  Patrol  premises 360  00 

$27,566  76 
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Disbursements. 
1883. 

Dec.  31 .     Rent  for  the  year $   2,640  00 

"  Pay-roll  account 16,350  00 

"  Equipment  account: 

Exchange  of  horses $  100  00 

Register  and  Battery 78  60 

Badges,   Harness,  etc 138  50 

317  10 

Feed  account 918  2S 

"  General  Expense  account : 

Repairs,  wear  and  tear 2,046  6S 

Printing  and  Stationery 299  00 

Oil,  soap  and  paint 210  44 

Gas 150  75 

Water 78  80 

Coal 22  00 

Horse-shoeing 288  00 

Newspapers 56  35 

Removing  Manure 4S  00 

Washing 112  25 

Taxes 35  43 

Horse  hire 16  00 

Telephone  rent — 13  months. .        65  00 

Secretary  and  Treasurer 600  00 

Expenses    of     Explosion     at 

Palace  Hotel,  Apr.  3,  '83.  1,325  62 

5,354  32 

$25,579  70 
Balance  on  hand 1,987  06 

$27,566  76 


TOM  C.  GRANT,  Secretary  and  Treasurer. 

Headquarters  Underwriters'  Fire  Patrol, 

San  Francisco,  January  2nd,  1884. 
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OK 

Receipts  and  Disbursements 

OF  tiik 

UNDERWRITERS'  FIRE  PATROL  RELIEF  ASSOCIATION, 

For  the  Year  ending  December  Slst,   1883. 


1883.  Receipts. 

Balance  from  1S82 $2,710  90 

Jan'y  2,     Interest  on  deposits $52  20 

June  30,     Interest  on  deposits 52  73 

July     2,     Donation  from  O'Connor,  Moffat  &  Co 250  00 

Oct.     1,     Collected  from   Accident    Insurance   Co.    for 

claims  Nos.  23  and  24   50  00 

404  93 

$3,115  89 


Disbursements. 

May     17,    Claim  No.     9,     E.I.Drew $40  00 

10,  J.  F.  McCormack 40  00 

11,  R.  8.  Chapman 40  00 

12,  J.F.Ford 40  00 

13,  G.  B.  Larose 40  00 

14,  G.W.Harrison 40  00 

June  14,             "         15,     R.  S.  Chapman 40  00 

16,  J.  F.  McCormack 40  00 

17,  E.I.Drew 40  00 

18,  G.W.Harrison 40  00 

19,  J.F.Ford 40  00 

20,  Capt.  White 70  00 

21,  G.  B.  Larose 40  00 

Sept.     1,             "         22,     F.  Murray 50  00 

"          Accident  Insurance  Premiums 174  38 

Oct.       1 .    Claim  No.  23,     G.  W.  Harrison 20  00 

24,     H.  Nash 30  00 

Balance  on  deposit  in   Hibernia  Savings  and 

Loan  Society $1,939  41 

Balance  on  deposit  in  Security  Savings  Bank. . .  352  10 


$S24  38 


$2,291  51 
$3,115  89 


TOM  C.  GRANT,  Secretary  and  Treasurer. 
IIi.aim.i  aiitkks  U.  F.  P.  Relief  Association, 

San  Fkancisco,  January  2d,  18S4. 
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Fire    Record. 


IXtpovt 

OF 

FIRES  AND  ALARMS, 

DUTY  PERFORMED  AND  COYERS  SPREAD 

By  the  Patrol, 

For  the  Year  ending  December  Jist,  1883. 


JANUARY. 


Monday, 
1st, 

1.20   A.    M. 

Box  26. 


Monday, 

1st, 

11.35  a.m., 

A.  D.  T. 

Monday, 

1st, 

3.10  p.  M., 

Box  47  & 

A.  D.  T. 


No.  420  Clay  street.     Two-story  brick  building. 

Cause  of  fire,  unknown. 

Responded  to  by  Station  No.  1. 

In  service  one  hour  and  thirty  minutes. 

Extinguishers  used,  two. 

Held  in  check  until  arrival  of  Fire  Department. 

Insurance  on  buildings,  $4,000.     Losses  paid,  $850. 

Insurance  on  contents,  $7,000.     Losses  paid,  $1,507.50. 

Loss  on  property  not  insured,  $625. 

False  alarm  given  from  No.  20  Kearny  street. 
Responded  to  by  Station  No.  1. 
In  service  twenty  minutes. 


No.  102S  Market  street.     One-story  frame  building. 

Cause  of  fire,  defective  stove-pipe. 

Responded  to  by  Station  No.  2. 

In  service  one  hour. 

Covers  spread,  six. 

Insurance  on  contents,  $4,S00.     Losses  paid,  $909. 

Loss  on  property  not  insured,  $200. 


I      L8     | 


Wednesday,  Nos.  622  to  628  Dupont  street.     Three-story  briek  building. 

3d,  Cause  of  fire,  defective  stove-pipe. 

1.26  p.  m.,     Responded  to  by  Station  No.  1. 
Box  25.        In  service  one  hour  and  thirty  minutes. 
Covers  spread,  twelve. 

Insurance  on  buildings,  $4,000.     Losses  paid,  $23. 
Insurance  on  contents,  $3/5,000.     Losses  paid,  $1,240.40. 


Saturday,  No.  1410  Pine  street.     Rear  dwelling. 

6th,  Cause  of  fire,  wooden  ash-barrel. 

1.40  A.  M.,  Responded  to  by  Station  No.  2. 

Box  138.  In  service  twenty-five  minutes. 


Sunday,        No.  200  Second  street.     Three-story  frame  building. 
7th,  Cause  of  fire,  unknown. 

2.45  P.  M.,     Responded  to  by  Station  No.  1. 
Still.  In  service  twenty  minutes. 

Insurance  on  contents,  $900.     Losses  paid,  $140. 


Sunday,        Nos.  419  and  421  Washington  street.    Three-story  brick  buildii 

7th,  Cause  of  fire,  explosion  of  coal-oil  stove. 

!.  15  p.  m.,     Responded  to  by  Station  No.  1. 
Still.  In  service,  twenty-five  minutes. 

Insurance  on  contents,  $5,000.     Losses  paid,  $300. 


Tuesday,       Southeast  corner  of  Eddy  street  and  St.  Joseph  avenue. 
9th,  One  and  two-story  frame  stable. 

7.01  p.  m.,     Cause  of  fire,  unknown. 
Box  246.       Responded  to  by  the  Captain. 
In  service,  one  hour. 
Loss  on  property  not  insured,  $1,250. 


Wednesday,  Nos.  318  and  320  Clay  street.     Three-story  brick  building 

10th,  Cause  of  fire,  carelessness  with  chemicals. 

3.06  P.  m.,     In  service,  thirty-five  minutes. 
A.  D.  T.       Covers  spread,  one. 

Loss,  $25.     No  claim. 


Saturday,  No.  921  Howard  street.      Alarm  given  for  smoke  in  dwelling 

13th.  Cause  of  smoke,  leaky  chimney. 

S.30  p.  m.,  Responded  to  by  Station  No.  2. 

A.  D.  T.  In  service  thirty-five  minutes. 


[     19     ] 

Saturday,      Nos.  730  and  732  Jackson  street.      One-story  frame  and  two-story 

13th,  brick  buildings. 

10.44 p.  M.,     Cause  of  fire,  supposed  explosion  of  coal-oil  stove. 

Box  25        Responded  to  by  Station  No.  1 . 
&  A.  D.  T.     In  service  one  hour. 

Insurance  on  buildings,  §5,000.     Losses  paid,  $15. 
Insurance  on  contents,  $3,000.     Losses  paid,  $1,000. 
Loss  on  property  not  insured,  $250. 


Sunday,        Nos.  233  to  239  Kearny  street.     Four-story  brick  building. 
14th,  Cause  of  fire,  unknown. 

6.50  A.  m.,     Responded  to  by  Station  No.  1. 
A.  D.  T.       In  service  two  hours. 

Covers  spread,  one.     Extinguishers  used,  one. 
Insurance  on  buildings,  $15,000.     Losses  paid,  $123. 
Insurance  on  contents,  $45,000.     Losses  paid,  $700. 


Tuesday,      No.  417  Fourth  street.     Three-story  frame  building. 

16th,  Cause  of  fire,  defective  chimney. 

5.32  p.  M. ,     Responded  to  by  Station  No.  1. 
Box  63.        In  service  one  hour. 

Covers  spread,  one.     Extinguishers  used,  one. 
Held  in  check  until  arrival  of  Fire  Department. 
Insurance  on  buildings,  $7,000.     Losses  paid,  $S5. 
Insurance  on  contents,  $2,100.     Losses  paid,  $30. 


Wednesday,  Pierce  street,  between  Francisco  and  Chestnut  streets.    One-story 

17th,  frame  building  and  stable. 

3.52  A.  M.,      Cause  of  fire,  unknown. 
Box  253.       Responded  to  by  the  Captain. 

In  service  one  hour  and  thirty  minutes. 

Insurance  on  buildings,  $2,000.     Losses  paid,  $1,600. 

Insurance  on  contents,  $3,800.     Losses  paid,  $831. 


Wednesday,  King  street,  between  Fifth  and  Sixth  streets.     One-story  frame 

17th,  building. 

7.32  p.  m.,     Cause  of  fire,  supposed  explosion  of  coal-oil  lamp. 
Box  156.       Responded  to  by  Station  No.  1. 
In  service  fifty  minutes. 

Insurance  on  building,  $525.     Losses  paid,  $400. 
Insurance  on  contents,  $300.     Losses  paid,  $150. 


I      20     | 

Thursday,      Southwest  corner  of  Chestnut  and  Mason  streets.     Two-story 

18th,  frame  building. 

12.34  i.  m..     Cause  of  fire,  boiling  over  of  kettle  of  fat. 
Bos  -.         Re  ponded  to  by  Station  No.  1. 

In  sen  ice  one  hour  and  thirty  minutes. 

( 'overs  spread,  two. 

Insurance  on  building,  $3,600.     Losses  paid,  $410. 

Insurance  on  contents,  $1,000.     Losses  paid,  $442.85. 

Thursday,      No.  727  Geary  street. 

18th,  Fire  under  front  steps  of  dwelling,  occupied  as  a  wood  and  coal  bin. 

11.45r.  M.,     Cause  of  fire,  supposed  carelessness  with  cigar. 
Box  139.       Responded  to  by  Station  No.  2. 
In  service  forty  minutes. 
Loss  on  property  not  insured,  $15. 


Friday,        No.  517  Mission  street.     Two-story  frame  building. 
19th,  Cause  of  fire,  spontaneous  combustion. 

1.7  P.  m.,      Responded  to  by  Station  No.  1. 
Still.  In  service  thirty  minutes. 

Extinguishers  used,  two. 
Extinguished  by  Patrol. 
Loss  on  property  not  insured,  $25. 


Saturday,      Northeast  corner  of  California  and    Leidesdorff  streets.     Foui 

20th,  story  brick  building. 

12.40a.m.,     Cause  of  fire,  defective  grate. 
Telephone.     Responded  to  by  Station  No.  1. 

In  service  one  hour  and  thirty  minutes. 

Covers  spread,  two. 

Extinguishers  used,  one. 

Extinguished  by  Patrol. 

Insurance  on  building,  $60,000.     Losses  paid,  $23. 

Loss  on  property  not  insured,  $25. 

Saturday,  Eire  in  ash-pit,  under  California  Market  (Summer  street  side). 

20th,  Cause  of  fire,  hot  ashes,  saw-dust  and  steam. 

8.31    \.  m.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  forty-five  minutes. 

Saturday,      Nos.  220  and  222  Turk  street.     Two-story  frame  dwelling. 

20th,  Cause  of  fire,  supposed  spark  from  chimney. 

10.42  \.  m..     Responded  to  by  Station  No.  2. 
Box  1)3.        In  service  three  hours. 

Covers  spread,  thirty-four. 

Insurance  on  buildings,  $5,000.     Losses  paid,  $1,650. 

Insurance  on  contents,  $3,500.     Losses  paid,  $486. 
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Saturday,      No.  109  Fourth  street.     Two-story  frame  building. 

20th,  Cause  of  tire,  gas-light  and  dry  grass. 

5.45  P.  M.,     Responded  to  by  Station  No.  1. 
Box  62.        In  service  thirty-five  minutes. 

Insurance  on  building,  SI, 000.     Losses  paid,  §10. 
Insurance  on  contents,  §500.     Losses  paid,  8325. 

Sunday,        Eighteenth  street,  between  Sanchez  and  Noe  streets.     Two-story 
21st,  frame  building. 

1.54  a.  M.,     Cause  of  fire,  supposed  incendiary. 
Box  273.       Responded  to  by  the  Captain. 
In  service  one  hour. 
Insurance  on  building,  §800.     Losses  paid,  S5S8.50. 

Sunday,        No.  138  Fourth  street.     Two-story  frame  building. 

21st,  Cause  of  fire,  overheated  stove. 

9.5  A.  M.,      Responded  to  by  Station  No.  1. 
Telephone,     hi  service  thirty-five  minutes. 

Insurance  on  building,  $1,500.     Losses  paid,  810. 
Insurance  on  contents,  §1,000.     Losses  paid,  §39.75. 

Sunday,        Nos.  633  and  635  Clay  street.     Three-story  brick  buildings. 
21st,  Cause  of  fire,  defective  range. 

9.28  a.  M.,     Responded  to  by  Station  No.  1. 
Box  27.        In  service  forty-five  minutes. 
Covers  spread,  two. 
Extinguishers  used,  one. 
Extinguished  by  Patrol. 

Insurance  on  buildings,  §15,000.     Losses  paid,  |25. 
Insurance  on  contents,  §5,000.     Loss,  §25.     No  claim. 

Wednesday,  Nos.  906  Dupont  street  and  10  Washington  alley.     Three-story 

24th,  brick  buildings. 

3.26  a.  m.,     Cause  of  fire,  defective  Chinese  range. 
Box  25.        Responded  to  by  Station  No.  1 . 

In  service  one  hour  and  thirty  minutes. 

Covers  spread,  twelve. 

Insurance  on  buildings,  §20,500.     Losses  paid,  §100. 

Insurance  on  contents,  $7,100.     Losses  paid,  §164. 


Friday,  No.  610  Howard  street. 

26th,  Cause  of  fire,  chimney  burning. 

5.10  P.  St.,  Responded  to  by  Station  No.  1. 

Still.  In  service  twenty  minutes. 


Saturday,      No.  41U  Clay  street.     Two-story  brick  building. 

27th,  Cause  of  fire,  defective  chimney. 

S.-Ji;  a.  M.,      Responded  to  by  Station  No.  1. 
Box  2G.        In  service  one  hour. 

Covers  spread,  three. 

Extinguishers  used,  two. 

Extinguished  by  Patrol. 

Insurance  on  building,  $1,000.     Losses  paid,  $108.30. 

Insurance  on  contents,  $2,000. 

Loss  on  property  not  insured,  $300. 


Sunday,  No.  419  Mason  street.     Needless  alarm  for  chimney  burning. 

28th,  Responded  to  by  Station  No.  1. 

9.2  p.  m.,  In  service  twenty-five  minutes. 
A.  D.  T. 

Wednesday,  No.  430  California  street.     Three-story  brick  building. 

31st,  Cause  of  fire,  wooden  ash-barrel. 

10.40  a.  m.,     Responded  to  by  Station  No.  1. 
Telephone.     In  service  twenty  minutes. 

Insurance  on  building,  $7,500.     Losses  paid,  $2.50. 


Wednesday,  Nos.    1022  to   1030  Market  street.     One  and  three-story  frame 

31st,  buildings. 

12.19  p.  M.,     Cause  of  fire,  unknown. 
Box  47.        Responded  to  by  Stations  Nos.  1  and  2. 
In  service  two  hours. 
Covers  spread,  twenty-three. 

Insurance  on  buildings,  $5,000.     Losses  paid,  $5.50. 
Insurance  on  contents,  $35,450.     Losses  paid,  $5,560. 
Loss  on  property  not  insured,  $2,456. 


Wednesday,  No.  733  Market  street.     Four-story  brick  building. 

31st,  Cause  of  fire,  wooden  ash-box. 

10.48  r.  m.,     Responded  to  by  Station  No.  1. 
Telephone.     In  service  one  hour. 

Insurance  on  building,  $5,000.     Losses  paid,  $27.70. 
Insurance  on  contents,  $6,600. 


[     23     ] 


FEBRUARY. 


Thursday,      Northeast  corner  of  Brannan   and   Clinton   street*. 

1st,  frame  building. 

11.36  a.  m.,     Cause  of  fire,  unknown. 
Box  154.       Responded  to  by  Stations  Nos.  1  and  2. 
In  service  two  hours. 

Insurance  on  building,  §6,400.  Losses  paid,  .§4,250. 
Insurance  on  contents,  §1,500.  Losses  paid,  $10.10. 
Loss  on  property  not  insured,  §6,890. 


One-story 


Two-story  and  basement  frame 


Saturday,      Nos.  257  and  259  Minna  street. 

3d,  buildings. 

8.44  p.  M.,     Cause  of  fire,  defective  chimney. 
Box  62.        Responded  to  by  Station  No.  1. 

In  service  one  hour  and  fifteen  minutes. 

Covers  spread,  eleven. 

Insurance  on  buildings.  §4,000.     Losses  paid,  §395. 

Loss  on  property  not  insured,  §100. 


Sunday,  No.  7  Washington  alley. 

4th,  Needless  alarm  for  chimney  burning. 

8.9  A.  M.,  Responded  to  by  Station  No.  1. 

Box  25  &  In  service  twenty  minutes. 
Telephone. 

Sunday,        Nos.  313  to  317  Stockton  street.     Three-story  frame  buildings. 
4th,  Cause  of  fire,  defective  baker's  oven. 

6.40  P.  M.,     Responded  to  by  Station  No  1. 
Box  49.         In  service  one  hour. 
Covers  spread,  nine. 

Insurance  on  buildings,  §10,400.     Losses  paid,  §1,725. 
Insurance  on  contents,  §7,450.     Losses  paid,  §1,462. 

Sunday,  No.  808  Dupont  street. 

4th,  Needless  alarm  for  burning  chimney. 

9.3  P.  M.,  Responded  to  by  Station  No.  1. 

Box  25.  In  service  twenty-five  minutes. 


Tuesday,       Brannan  street,  between  Seventh  and  Eighth  streets. 

6th,  brick  dry  house. 

8.50  A,  M.,     Cause  of  fire,  spark  from  furnace. 
Box  152.       Responded  to  by  Station  No.  2. 
In  service  thirty-five  minutes. 


Two-story 
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Tuesday,       Nfo.  U8  Clay  street.     Two-story  brick  building. 

6th,  ( lause  of  fire,  defective  chimney. 

8.65   \.  m..     [Responded  to  by  Station  No.  I. 
Telephone.     In  sen  ice  fortj  minutes. 

Insurance  on  contents,  $1,000.     Losses  paid,  096. 

Wednesday,  Rear  of  building  No.  127  Eddy  street.     One-story  shed. 

7th,  Cause  of  fire,  carelessness  with  fire. 

10.59  a.  m.,     Responded  to  by  Station  No.  2. 
Box  93.         In  service  forty  minutes. 
Extinguishers  used,  one. 
Loss  on  property  not  insured,  $100. 


Wednesday,  No.  561  Tehama  street.     Two-story  frame  dwelling. 

7th,  Cause  of  fire,  defective  chimney. 

1.27   i'.  M.,     Responded  to  by  Station  No.  2. 
Telephone.     In  service  forty-five  minutes. 

Extinguishers  used,  one. 

Extinguished  by  Patrol. 

Insurance  on  building,  $1,000.     Losses  paid,  $50. 

Insurance  on  contents,  $1,000.     Losses  paid,  $22. 


Thursday,  No.  492  Eighth  street. 

8th,  Needless  alarm  for  burning  chimney  in  bakery. 

G.39  P.  M.,  Responded  to  by  Station  No.  2. 

Box  152.  In  service  forty  minutes. 

Friday,        Northeast   corner   of    Sutter  and    Dupont    streets.     Two-story 
9th,  frame  building. 

3.51   A.M.,     Cause  of  fire,  defective  stove-pipe. 
Box  4G.        Responded  to  by  Station  No.  1. 

In  service  one  hour  and  thirty  minutes. 

Covers  spread,  nine. 

Insurance  on  building,  $3,000.     Losses  paid,  $350. 

Insurance  on  contents,  $3,650.     Losses  paid,  $51. 

Loss  on  property  not  insured,  $375. 

Friday,        No.  502  Hayes  street.     One-story  frame  building. 
9th,  Cause  of  fire,  overheated  stove. 

10.47  a.  m.,     Responded  to  by  Station  No.  2. 
Box  85.        In  service  forty-five  minutes. 

.   Insurance  on  building,  $800.      Losses  paid,  $10. 
Insurance  on  contents,  $1,000.     Losses  paid,  $550. 


Friday,         No.  406  Octavia  street.     Two-story  frame  dwelling. 
9th,  Cause  of  fire,  defective  grate. 

11.18  a.  m.,     Responded  to  by  Station  No.  2. 
Still.  Iu  service  one  hour. 

Covers  spread,  one. 
Extinguishers  used,  one. 
Extinguished  by  Patrol. 

Insurance  on  building,  §1,100.     Losses  paid,  $31. 
Insurance  on  contents,  $750.     Losses  paid,  $30. 


Sunday,        Southeast   corner  of   Market   and   Second  streets. 
11th,  brick  building. 

5.36  P.  M.,     Cause  of  fire,  carelessness  with  candle. 
Still.  Responded  to  by  Station  No.  1. 

In  service  twenty  minutes. 
Insurance  on  contents,  $10,000.     Losses  paid,  $50. 


Four-story 


Tuesday,       No.  325^  Hayes  street.     Three-story  frame  dwelling. 
13th,  Cause  of  fire,  children  with  matches. 

2.37  P.  M.,     Responded  to  by  Station  No.  2. 
Box  81.        In  service  forty-five  minutes. 

Loss  on  property  not  insured,  $50. 


Tuesday,       No.  1,065  Mission  street.     Two-story  frame  dwelling. 
13th,  Cause  of  fire,  supposed  overheated  stove. 

7.32  p.  m.,     Responded  to  by  Station  No.  2. 
Box  65  &      In  service  one  hour. 
Telephone.     Covers  spread,  two. 

Extinguishers  used,  two. 

Fire  held  in  check  until  arrival  of  Fire  Department. 
Insurance  on  building,  $4,000.     Losses  paid,  $190. 
Insurance  on  contents,  $750.     Losses  paid,  $400. 


Wednesday,  No.  2,630  California  street.     Two-story  frame  dwelling 

14th,  Cause  of  fire,  defective  grate. 

11.55  A.  m.,     Responded  to  by  Station  No.  2. 
Telephone.     In  service  one  hour. 

Insurance  on  building,  $7,000.     Losses  paid,  $106.50. 
Insurance  on  contents,  $5,000. 


Wednesday,  No.  299  Hyde  street.     Two-story  frame  dwelling. 

14th,  Cause  of  fire,  defective  range. 

9.30  p.  M.,     Responded  to  by  Station  No.  2. 

Still.  In  service  thirty  minutes. 

Loss  on  property  not  insured,  $25. 
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Wednesday,  No.  1 1  Sutter  street.     Two-story  frame  building. 
14th,  Cause  of  fire,  tailor's  charcoal  iron. 

11.30  1'.  M.,      Resjmmli'd  to  l»y  Station  No.  1. 
Still.  In  service  twenty  minutes. 

Loss  on  property  not  insured,  $5. 


Friday,         Nos.  131  and  13U  Freelon  street.     One-story  frame  dwelling. 
Kith,  Cause  of  fire,  unknown, 

2.2  A.  M.,       Responded  to  by  Station  No.  1. 
Box  68.        In  service  one  hour. 

Insurance  on  building,  §600.     Losses  paid,  $434.89. 
Insurance  on  contents,  $400.     Losses  paid,  $66.75. 


Saturday,      Nos.  Ill  to  119  Post  street.     Four-story  brick  buildings. 

17th,  Cause  of  fire,  defective  chimney. 

8.34  a.  m.,     Responded  to  by  Station  No.  1. 
Still.  In  service  one  hour. 

Extinguishers  used,  two. 
Extinguished  by  Patrol. 
Insurance  on  buildings,  $44,000.     Losses  paid,  $80. 


Thursday, 

22d, 

3.41  p.  m., 

Box  146. 


Thursday, 

22d, 

7.41  p.  m. 

Box  67. 


No.  315  Shotwell  street.     One-story  frame  stable  and  chicken 

house. 
Cause  of  fire,  children  playing  with  coal-oil  lamp. 
Responded  to  by  Station  No.  2. 
In  service  forty-five  minutes. 
Loss  on  property  not  insured,  $110. 

False  alarm. 


Friday,        No.  106  First  street.     Two-story  frame  dwelling. 
23d,  Cause  of  fire,  children  with  matches. 

12. 13  p.  M.,     Responded  to  by  Station  No.  1, 
Still.  In  service  forty  minutes. 

Insurance  on  building,  $1,000.     Losses  paid,  $25. 
Loss  on  property  not  insured,  $50. 


Sunday,    Pine  street,   between  Larkin  and  Polk  streets.     One-story  frame 

25th,  school-house. 

9.1  a.  m.,      Cause  of  fire,  unknown. 
Box  138.       Responded  to  by  Station  No.  2. 
In  service  forty-five  minutes. 
Loss  on  property  not  insured   $25. 
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Tuesday,       Nos.  25  to  31  Main  street.     Three-story  brick  buildings. 

27th,  Cause  of  fire,  carelessness  with  candle. 

10.53  a.  m.,     Responded  to  by  Station  No.  1. 
Box  32.        In  service  one  hour. 
Covers  spread,  four. 
Extinguishers  used,  one. 
Extinguished  by  Patrol. 

Insurance  on  buildings,  $25,000.      Loss,  $25.     No  claim. 
Insurance  on  contents,  $130,000.     Losses  paid,  $95. 


Tuesday,       Alarm  taken  from  No.  5  Hose  bell,  for  fire  in  lot  of  old  straw  in 
27th,  street,  of  West  Mission  street. 

3.30  P.   M.,     Cause  of  fire,  boys  with  matches. 
Still.  Responded  to  by  Station  No.  2. 

In  service  twenty  minutes. 


Tuesday,       Nos.  304  and  306  Beale  street.     Four-story  frame  buildings. 
27th,  Cause  of  fire,  unknown. 

9.31  P.  M.,     Responded  to  by  Station  No.  1. 
Box  51.        In  service  fifty  minutes. 
Covers  spread,  four. 
Extinguishers  used,  one. 
Extinguished  by  Patrol. 
Insurance  on  contents,  $1,200.     Loss,  $25. 
Loss  on  property  not  insured,  $50. 


Wednesday,  No.  719  Market  street.     Four-story  brick  building. 

28th,  Cause  of  fire,  explosion  of  gas-meter. 

2.50  P.  M.,     Responded  to  by  Station  No.  1. 
Telephone.     In  service  fifty  minutes. 

Covers  spread,  one. 

Insurance  on  building,  $3,500.     Loss,  $10.     No  claim. 

Insurance  on  contents,  $850.     Losses  paid,  $10. 
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MARCH, 


Friday,  No.  52  Clara  street. 

2d,  Needless  alarm  for  chimney  burning. 

7.55  A.  M.,  Responded  to  by  Station  No.  1. 

Box  63.  In  service  twenty- five  minutes. 


Friday,         Nos.  114  and  116  Spear  street.     Two-story  frame  buildings. 
2d,  Cause  of  fire,  spark  from  smoke-stack. 

11.5  a.  m.,     Responded  to  by  Station  No.  1. 
Telephone.     In  service  twenty-five  minutes. 
Loss,  $5.     No  claim. 


Monday,       Nos.  208  to  214  Pacific  street.     Two-story  frame  buildings. 

5th,  Cause  of  fire,  unknown. 

1 1.48  p.  m.,     Responded  to  by  Station  No.  1. 
Box  18.        In  service  one  hour. 

Insurance  on  contents,  $1,000.     Losses  paid,  $539.75. 
Loss  on  property  not  insured,  f  150. 


Tuesday,  Needless  alarm  for  chimney  burning,  on  Dupont  street. 

6th,  Responded  to  by  Station  No.  1. 

5.40  P.  M  ,  In  service  twenty  minutes. 
Box  12. 


Wednesday,  No.   439    Seventh   street.       One-story    frame    mill,    stable    and 

7th.  building. 

7.46  p.  m.,     Cause  of  fire,  unknown. 
Box  153.       Responded  to  by  Station  No.  2. 
In  service  two  hours. 
Covers  spread,  thirty-one. 

Insurance  on  buildings,  $11,350.50.     Losses  paid,  $3,442.12. 
Insurance  on  contents,  $37,850.     Losses  paid,  $14,853.72. 
Loss  on  property  not  insured,  $397.85. 


Wednesday,  No.  419  Geary  street.     Two-story  frame  building. 

7th,  Cause  of  fire,  wooden  ash-box. 

8.47  P.  m.,     Responded  to  by  Station  No.  1. 

Box  42.        In  service  twenty-five  minutes. 
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Wednesday,  No.  1,525  Noe  street.     One-story  frame  dwelling. 
7th,  Cause  of  fire,  supposed  explosion  of  coal-oil  lamp. 

11. '20 P.  m.,     Responded  to  by  the  Captain. 
Box  284.       In  service  two  hours. 

Insurance  on  building,  §1,400.  Losses  paid,  $875. 
Insurance  on  contents,  $1,250.  Losses  paid,  $925. 
Loss  on  property  not  insured,  $S00. 

Friday,  Northeast  corner  of  Jones  and  Turk  streets. 

9th,  Needless  alarm  for  chimney  burning. 

5.1  P.  M.,  Responded  to  by  Station  No.  2. 

Box  93.  In  service  twenty -five  minutes. 

Tuesday,  Fire  in  lot  of  brush  on  San  Bruno  road,  near  Twenty-ninth  street. 

13th,  Responded  to  by  the  Captain. 

10.4SA.  M.,  In  service  one  hour. 
Box  281. 

Tuesday,      Rear  of  551  Minna  street.     One-story  frame  dwelling. 
13th,  Cause  of  fire,  defective  chimney. 

4.03  P.  M.,     Responded  to  by  Station  No  2. 
Box  65.        In  service  fifty  minutes. 

Insurance  on  building,  $400.     Losses  paid,  $40. 
Loss  on  property  not  insured,  $25. 

Wednesday,  No.  1014  Geary  street.     Two-story  frame  dwelling. 

14th,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

2.50  p.  m.,     Responded  to  by  Station  No.  2. 
Box  136.       In  service  one  hour. 

Insurance  on  building,  $2,000.     Losses  paid,  $79.30. 
Insurance  on  contents,  $2,000.     Losses  paid,  $116. 

Thursday,      No.  12^  Ridley  street.     One-story  frame  dwelling. 

loth,  Cause  of  fire,  defective  stove-pipe. 

11.59  a.m.,     Responded  to  by  Station  No.  2. 
Box  72.        In  service  forty-five  minutes. 

Loss  on  property  not  insured,  $20. 


Thursday,      Nos.  617  to  627  Third  street.     Two-story  frame  dwellings. 

15th,  Cause  of  fire  unknown. 

4.8  p.  M.,      Responded  to  by  Stations  Nos.  1  and  2. 
Box  69.        In  service  two  hours  and  thirty  minutes. 
Covers  spread,  forty-four. 

Insurance  on  buildings,  $12,000.  Losses  paid,  $4,150. 
Insurance  on  contents,  $1,400.  Losses  paid,  $446.60. 
Loss  on  property  not  insured,  $2,000. 
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Thursday,  No.  40  Russ  street. 

15th.  Needless  alarm  for  chimney  burning. 

5.26  p.m.,  Respond  Station  No.  1. 

Box.  159.  In  service  twenty  minutes. 

Thursday.      Nos.  115  and  117  Beale  street.     Three-story  brick  buildings. 
15th.  Cause  of  rire.  spontaneous  combustion. 

m..     Responded  t"  l>y  station  No.  1. 
Box  52.        In  service  fifty  minutes. 
Extinguishers  used,  two. 
Fire  extinguished  by  Patrol. 

Insurance  on  buildings.  6750.     Loss,  $5.     No  claim. 
Insurance  on  contents,  62. 750.     Losses  paid,  613. 


Friday,  No.  40  Golden  Gate  avenue. 

16th,  Needless  alarm  for  burning  chimney. 

4.40  P.  M.,  Responded  to  by  Station  No.  2. 

Box  95.  In  service  thirtv  minutes. 


Saturday,      Northeast  corner  of  Sacramento  and  Montgomery  streets.     Iron 

17th,  ash-barrel. 

S.20  a.  M. ,     Cause  of  fire,  hot  ashes  and  waste  paper. 
Telephone.     Responded  to  by  Station  No.  1. 
In  service  twentv  minutes. 


Saturday,      No.  621  Bush  street.     Two-story  frame  dwelling. 

17th,  Cause  of  tire,  defective  chimney. 

0.17  a.  m..     Responded  to  by  Station  No.  1. 

;       In  service  titty-five  minutes. 
Telephone.     Covers  spread,  one. 

Extinguishers  used,  one. 

Fire  extinguished  by  Patrol. 

L  ss  on  property  not  insured,  650. 


Sunday,        Dupont   and    Clay   streets.     One,    two    and   three-story   frame 
ISth.  buildings. 

7.4  p.  m.,      Cause  of  fire,  unknown. 

7.5  p.  m.,      Responded  to  by  Stations  Nos.  1  and  2. 
Telephone      In  service  six  hours. 

&.  Box  25.      Covers  spread,  sixty-two. 

Insurance  on  buildings,  613,300,  Losses  paid,  $1,437.50. 
Insurance  on  contents.  $40,100.  Losses  paid,  62.042.05. 
Loss  on  property  not  insured,  $1,000. 
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Sunday,        No.  203  O'Farrel  street.     One-story  frame  building. 
ISth,  Cause  of  fire,  supposed  incendiary. 

10.24  p.  m.,     Responded  to  by  Station  No.  2. 
Box  47.        In  service  forty  minutes. 

Insurance  on  contents,  $700.     Losses  paid,  $40. 
Loss  on  property  not  insured,  $10. 

Wednesday,  No.  215  Eighth  street.     One-story  frame  hay  barn. 

21st,  Cause  of  fire,  carelessness  with  pipe. 

10. 15  p.  m.,     Responded  by  Station  No.  2. 
Box  73.        In  service  one  hour. 
Covers  spread,  nine. 
Extinguishers  used,  one. 

Insurance  on  building,  $4,700.     Losses  paid,  $735. 
Insurance  on  contents,  $1,600.     Losses  paid,  $510. 

Thursday,  No.  135  Fremont  street.     Empire  Iron  Foundry. 

22d,  Needless  alarm  for  burning  smoke-stack. 

2.40  p.  M.,  Responded  to  by  Station  No.  1. 

Box  52.  In  service  twenty  minutes. 


Saturday,      Rear  of  No.    115  Sutter  street. 

24th,  three-story  brick  building. 

8.39  P.  m.,     Cause  of  fire,  supposed  carel 

Telephone.     Responded  to  by  Station  No.  1. 

In  service  twenty-five  minutes. 

Loss  on  property  not  insured,  $10. 


One-story  frame,  attached  to 
with  matches. 


•  Sunday,  Bush  street,  near  Devisadero  street. 

25th,  Needless  alarm  for  bon-fire  in  street. 

7.11  P.  M.,  Responded  to  by  the  Captain. 

Box  246.  In  service  one  hour. 

Sunday,        Nos.  129  and  131  Sixth  street.    One  and  two-story  frame  buildings. 
25th,  Cause  of  fire,  defective  range. 

10.3Sp.  m.,     Responded  to  by  Station  No.  2. 
Box  65.        In  service  one  hour  and  thirty  minutes. 
Covers  spread,  ten. 

Insurance  on  buildings,  $3,500.     Losses  paid,  $225. 
Insurance  on  contents,  $1,300.     Losses  paid,  $73. 


Monday,       No.  810  Washington  street.     Three-story  brick  building. 
26th,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

8.56  p.  m.,     Responded  to  by  Station  No.  1. 
Telephone.     In  service,  twenty-five  minutes. 

Insurance  on  contents,  $1,000.     Losses  paid,  $25. 
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Monday,       No.  733  Folsom  street.     Three-story  frame  building. 
26th,  Cause  of  lire,  defective  chimney. 

9.50  p.  M.,     Responded  to  by  Station  No.  2. 
Still.  In  service  forty  minutes. 

Loss  on  property  not  insured,  $25. 


Tuesday,       No.  721  Bryant  street. 

27th,  Needless  alarm  for  burning  of  kettle  of  fat  on  stove. 

7.57  a.  m.,     Responded  to  by  .Station  No.  1. 
Box  68.        In  service  thirty-live  minutes. 

Loss  on  property  not  insured,  $5. 


Friday,        No.  106  Market  street.     Two-story  brick  building. 
30th,  Cause  of  fire,  supposed  spontaneous  combustion. 

4.21  p.  m.,     Responded  to  by  Station  No.  1. 
Box  32.        In  service  one  hour. 

Insurance  on  contents,  .$8,600.     Losses  paid,  $1,100. 
Loss  on  property  not  insured,  $100. 


Saturday,      Southeast  corner  of  Washington  and  Spofford  streets.     Two-story 

31st,  frame  building. 

4.12  a.  m.,     Cause  of  fire,  incendiary. 
Box  25.        Responded  to  by  Station  No.  1. 
In  service  one  hour. 

Insurance  on  building,  $1,000.  Losses  paid,  $425. 
Insurance  on  contents,  $3,300.  Losses  paid,  $260. 
Loss  on  property  not  insured,  $500. 


Saturday,      Broderick  street,  between  O'Farrell  and  Ellis  streets.     One-story 

31st,  frame  building. 

2.45  P.  m.,     Cause  of  fire,  children  with  matches. 
Box  246.       Out  of  Patrol  district.     Did  not  respond. 
Loss  on  property  not  insured,  $200. 


Saturday,      Rear  of  No.  315  Fourth  street.     One-story  frame  building. 

31st,  Cause  of  fire,  sparks  from  furnace. 

1 1.35  P.  M.,     Responded  to  by  Station  No.  1. 
Box  157.       In  service  fifty  minutes. 

Extinguishers  used,  one. 

Insurance  on  building,  $7,500. 

Insurance  on  contents,  $1,000. 

Loss  on  property  not  insured,  $15. 


APRIL. 

Sunday,        No.  6S  Spofford  street.     Two-story  frame  building. 
1st,  Cause  of  fire,  carelessness  with  matches. 

12.56  P.  m.,     Kesponded  to  by  Station  No.  2. 
Box  25.        In  service  one  hour. 
Covers  spread,  seven. 

Insurance  on  contents,  $3,300.     Losses  paid,  $30. 
Loss  on  property  not  insured,  $200. 

Tuesday,       Corner  of  Market  and  New  Montgomery  streets.     Palace  Hotel. 
3d,  Cause  of  fire,  explosion  of  gas  (Central  Gas  Co.) 

1.53  P.  m.,     Responded  to  by  Station  No.  1. 
Box  38.        In  service  one  hour. 

Insurance  on  building,  $152,850.     No  claim. 
Insurance  on  contents,  $12,500. 
Loss  on  property  not  insured,  $250. 

Thui-sday,      Nos.  1036  to  1040  Folsom  street.     Two-story  frame  buildings. 

5th,  Cause  of  fire,  explosion  of  coal- oil  lamp. 

8.56  P.  M.,     Responded  to  by  Station  No.  2. 
Box  159.       In  service  thirty  minutes. 
Covers  spread,  eight. 

Insurance  on  buildings,  $7,500.     Losses  paid,  $2,235. 
Insurance  on  contents,  $2,650.     Losses  paid,  $600. 
Loss  on  property  not  insured,  $250. 

Thursday,      No.  508^  Fell  street.     Two-story  frame  dwelling. 

5th,  Cause  of  fire,  carelessness  with  candle. 

9.40  P.  M.,     Responded  toby  Station  No.  2. 
Box  85.        In  service  fifteen  minutes. 

Loss  on  property  not  insured,  $1. 

Sunday,        The  37  blows  upon  the  Fire  Alarm  bells  and  gongs  was  upon 

8th,  the  occasion  of  the  funeral  of  Assistant  Engineer  John  E. 

1.58  p.  m.  Ross,   who   died   April  4th,   from  injuries  received   at   the 

explosion  of  gas  at  the  Palace  Hotel,  while  in  the  discharge 

of  his  duty. 


Thursday,      No.  27  Post  street.     Two-story  brick  building. 

12th,  Cause  of  fire,  sparks  from  furnace. 

6.30  p.  m.,     Responded  to  by  Station  No.  1. 

Still.  In  service  fifteen  minutes. 

Loss  on  property  not  insured,  $250. 
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Thursday,      Corner  of  Church  and  Twenty-seventh  streets. 

12th,  Out  of  Patrol  district.     Did  not  respond. 

S.49  P.  M., 
Box  2S3. 

Friday,        Nos.  963  and  965  Mission  street.     Four-story  frame  buildings. 
13th,  Cause  of  fire,  sparks  from  chimney. 

5.26  P.  M.,     Responded  to  by  Station  No.  2. 
A.  D.  T.       In  service  forty  minutes. 

Fire  extinguished  by  Patrol. 

Insurance  on  buildings,  $19,000.     Losses  paid,  $86.50. 

Insurance  on  contents,  $2,000. 

Monday,       Jackson-street  Wharf.     Schooner  "Fanny  Gilmore." 
16th,  Cause  of  fire,  spontaneous  combustion  of  lime. 

7.46  A.  m.,     Responded  to  by  Station  No.  1. 
A.  D.  T.       In  service  fifteen  minutes. 

Loss  on  property  not  insured,  $2.50. 

Tuesday,       Brenham  Place.     Three-story  brick  building. 

17th,  Cause  of  fire,  sparks  from  chimney. 

3.56  A.  m.,     Responded  to  by  Station  No.  1. 
Box  21.        In  service  twenty-five  minutes. 

Loss  on  property  not  insured,  $2.50. 

Tuesday,       No.  426  Sixth  street.     Two-story  frame  building. 

17th,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

7.35  P.  m.,     Responded  to  by  Station  No.  2. 
Box  154.       In  service  fifteen  minutes. 

Insurance  on  building,  $3,000.     Losses  paid,  $20. 
Insurance  on  contents,  $500.     Losses  paid,  $25. 


Tuesday,       Nos.  68  and  70  Clementina  street.     Two-story  frame  dwelling. 
17th,  Cause  of  fire,  sparks  from  chimney. 

8.10  p.  m.,     Responded  to  by  Station  No.  1. 
Still.  In  service  twenty  minutes. 

Insurance  on  buildings,  $6,000.     Losses  paid,  $5. 
Loss  on  property  not  insured,  $10. 

Wednesday,  Nos.  1010  to  1012  Dupont  street.     Four-story  brick  building. 

18th,  Cause  of  fire,  defective  range. 

3.30  A.  m.,     Responded  to  by  Station  No.  1. 
Box  25.        In  service  thirty  minutes. 

Insurance  on  building,  $4,000.     Losses  paid,  $15. 
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Wednesday,  Folsom-street  Wharf.     Lot  of  hay  on  fire. 

18th,  Cause  of  fire,  carelessness  with  pipe. 

1.49  P.  M.,     Responded  to  by  Station  No.  1. 
Box  36.        In  service  forty  minutes. 

Loss  on  property  not  insured,  $60. 


Thursday,      Needless  alarm  by  Telephone  from  building, 

19th,  No.  710  Jackson  street,  for  the  burning  of  rubbish  in  Cum  Cook 

4.9  A.  M.,  alley. 

Telephone.     Cause  of  fire,  carelessness  with  matches. 
Responded  to  by  Station  No.  1. 
In  service  twenty  minutes. 


Friday, 

20th, 

3.31  A.  M. 

Box  326. 


Sutter  street. 

Oat  of  Patrol  district. 


Did  not  respond. 


Friday,        Linden  avenue,  between  Octavia  and  Gough  streets. 
20th,  frame  building. 

10.19p.m.,     Cause  of  fire,  carelessness  with  matches. 
Box  2.        Responded  to  by  Station  No.  2. 
In  service  thirty  minutes. 
Loss  on  property  not  insured,  $50. 


Two-story 


Sunday,        No.  3  Ivy  avenue.     Two-story  frame  dwelling. 
22d,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

8.15  P.  M.,     Responded  to  by  Station  No.  2. 
Still.  In  service  ten  minutes. 

Loss  on  property  uot  insured,  $10. 

Monday,       No.  539  Clay  street.     Three-story  brick  building. 
23d,  Cause  of  fire,  supposed  spontaneous  combustion. 

9.56  P.  M.,     Responded  to  by  Station  No.  1. 
Box  27.        In  service  one  hour  and  thirty  minutes. 
Covers  spread,  twenty-one. 

Insurance  on  building,  $5,000.     Losses  paid,  $635. 
Insurance  on  contents,  $6,000.     Losses  paid,  $1,660. 
Loss  on  property  not  insured,  $1,100. 


Tuesday, 

24th, 
5.32  a.  m. 
Box  217. 


No.  2623  Bush  street. 

Out  of  Patrol  district.     Did  not  respond. 

Cause  of  fire,  children  with  matches. 
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Monday,       No.  63  Clipper  street.     One-story  frame  dwelling. 

30th,  ( !auBe  of  fire,  unknown. 

I.c  \.  si.,      Responded  to  by  Station  No.  2. 
Boa  274.       In  service  forty-five  minutes. 

Insurance  on  liuilding,  $500.     Losses  paid,  $42.50. 

Loss  on  property  not  insured,  $25. 


MAY. 


Tuesday, 

1st, 

1.43   A.   M. 

Box  219. 

•Tuesday, 

1st, 
9.35  a.  m. 
Box  217. 

Friday, 

4th, 

11.35p.m. 

Box  61. 


Corner  of  Pierce  aud  Lombard  streets. 
Out  of  Patrol  district.     Did  not  respond. 


Nos.  2629  and  2631  Bush  street. 

Out  of  Patrol  district.     Did  not  respond. 


Nos.  250  to  254  Third  street.     Two-story  frame  buildings. 

Cause  of  fire,  explosion  of  coal-oil  lamp. 

Responded  to  by  Station  No.  1. 

In  service  one  hour. 

Covers  spread,  five. 

Insurance  on  buildings,  $750.     Losses  paid,  $35. 

Insurance  on  contents,  $2,000.     Losses  paid,  $530. 

Loss  on  property  not  insured,  $575. 


Saturday,      No.  513  Gough  street.     Two-story  frame  dwelling. 

5th,  Cause  of  fire,  children  with  matches. 

1.30  P.  m.,     Responded  to  by  Station  No.  2. 
Still.  In  service  twenty  minutes. 

Insurance  on  building,  $1,900.     No  claim. 
Insurancebn  contents,  $600.     Losses  paid,  $25. 
Loss  on  property  not  insured,  $5. 


Sunday,        No.  1152  Market  street.     Two-story  frame  building. 
6th,  Cause  of  fire,  children  with  matches. 

10.40  p.  M.,     Responded  to  by  Station  No.  2. 
Box  95.        In  service  forty-hve  minutes. 
Extinguishers  used,  one. 

Insurance  on  building,  $10,000.     Losses  paid,  $142. 
Insurance  on  contents,  $3,300.     Losses  paid,  $1,155.27. 
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Wednesday,  Nos.  20  and  22  Sansome  street.     Four-story  brick  buildings. 

9th,  Cause  of  fire,  supposed  carelessness  with  cigar. 

11.57a.  m.,     Responded  to  by  Station  No.  1. 
Box  37.        In  service  two  hours  and  forty-eight  minutes. 

Covers  spread,  fifty-two  ;  also  four  roof  covers. 

Extinguishers  used,  two. 

Held  in  check  until  arrival  of  Fire  Department. 

Insurance  on  buildings,  §5,000.     Losses  paid,  $1,466. 

Insurance  on  contents,  $79,500.     Losses  paid,  $5,766.25. 

Loss  on  property  not  insui'ed,  $1,411. 

Friday,        Nos.  803  to  805  Kearny  street.     Three-story  brick  buildings. 
11th,  Cause  of  fire,  spontaneous  combustion  (of  lime). 

5.46  p.  m.,     Responded  to  by  Station  No.  1. 
Box  21.        In  service  thirty  minutes. 

Loss  on  property  not  insured,  $5. 


Saturday,  Crook   street,  between   Brannan  and  Townsend   streets. 

12th,  story  frame  planing  mill  and  trunk  factory. 

6.33  A.  M.,  Cause  of  fire,  defective  furnace. 

6.35  a.  m.,  Responded  to  by  Stations  Nos.  1  and  2. 

6.51  A.  M.,  In  service  two  hours  and  forty  minutes. 

Box  68  &  Covers  spread,  sixteen. 

Telephone.  Insurance  on  buildings,  $7,526.     Losses  paid,  $7,526. 

2d  Alarm.  Insurance  on  contents,  $34,974.     Losses  paid  $32,902. 
Loss  on  property  not  insured,  $5,324. 


Two- 


Monday,  No.  919  Stockton  street. 

14th,  False  alarm. 

10.50p.m.,  Responded  to  by  Station  No.  1. 

Still.  In  service  thirty  minutes. 

Thursday,      No.  529  Geary  street.     Two-story  frame  dwelling. 

17th,  Cause  of  fire,  defective  chimney. 

6.13  a.  M.,     Responded  to  by  Station  No.  2. 
Box  45.        In  service  thirty  minutes. 

Insurance  on  building,  $3,000.     Losses  paid,  $65. 
Insurance  on  contents,  $600.     Loss,  $10.     No  claim. 


Friday,        No.  261  Third  street.     Two-story  frame  building. 

18th,  Cause  of  fire,  unknown. 

3.16  A.  M.,     Responded  to  by  Station  No.  1. 

Box  61.        In  service  forty  minutes. 

Extinguishers  used,  one. 

Extinguished  by  Patrol. 

Insurance  on  contents,  $700.     Losses  paid,  SI 42. 50. 
Loss  on  property  not  insured,  S'2o. 
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Saturday,      Southwest  corner  of  Pine  and  Front  streets. 

19th,  building. 

2.3  p.  m.,      Cause  of  fire,  carelessness  with  benzine. 
Telephone.     Responded  to  by  Station  No.  1. 
In  service  twenty  minutes. 
Loss,  $10.     No  claim. 


Three-story  brick 


Saturday,  No.  5  Battery  street.     Four-story  brick  building. 

19th,  Cause  of  fire,  fumigating  room  to  destroy  insects. 

6.30  P.  M.,  Responded  to  by  Station  No.  1. 

Still.  In  service  thirty  minutes. 

Tuesday,  No.  400  Third  street.     One-story  frame  shed  in  rear. 

22d,  Cause  of  fire,  wooden  ash-barrel. 

12.26a.  m.,  Responded  to  by  Station  No.  1. 

Box  69.  In  service  forty-five  minutes. 

Loss  on  property  not  insured,  $15. 


Tuesday,       No.  7  Austin  street.     Two-story  frame  building. 

22d,  Cause  of  fire,  children  with  matches. 

9.5  A.  M. ,      Responded  to  by  Station  No.  2. 
Box  138.       In  service  fifty  minutes. 

Insurance  on  contents,  $300.     Losses  paid,  $41.25. 

Loss  on  property  not  insured,  $25. 


Thursday,       Nos.  511  and  513  Seventh  street.     One-story  frame  buildings. 

24th,  Cause  of  fire,  explosion  of  chemicals. 

6.S  P.  M.,      Responded  to  by  Station  No.  2. 
Box  153.       In  service  one  hour. 
Covers  spread,  four. 

Insurance  on  buildings,  $3,400.     Losses  paid,  $2,040. 
Insurance  on  contents,  $3,450.     Losses  paid,  $3,450. 
Loss  on  propei'ty  not  insured,  $2,670. 

Thursday,      No.  21  Waverly  Place.     Two-story  frame  building. 

24th,  Cause  of  fire,  unknown. 

9.15  P.  m.,     Responded  to  by  Station  No.  1. 
Box  25.        In  service  fifty  minutes. 

Insurance  on  contents,  $2,300.     Losses  paid,  $32.50. 
Loss  on  property  not  insured,  $350. 


Saturday,      Nos.  135  and  137  Kearny  street. 
26th,  Cause  of  fire,  explosion  of  coal-i 

3.42  p.  M.,     Responded  to  by  Station  No.  1. 
Box  46.        In  service  twenty  minutes. 

Loss  on  property  not  insured,  $2.50, 


Three-story  brick  building, 
lamp. 
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Sunday,       No.  214  Dupont  steeet.     Two-story  brick  building. 
27th,  Cause  of  fire,  unknown. 

4.40  A.  M.,     Responded  to  by  Station  No.  1. 
Box  46.        In  service  one  hour. 

Extinguishers  used,  two. 

Held  in  check  until  arrival  of  Fire  Department. 
Insurance  on  building,  $10,000.     Losses  paid,  $100. 
Insurance  on  contents,  $1,000.     Losses  paid,  $175. 

Monday,       No.  526  Sixth  street.     Two-story  frame  dwelling. 

28th,  Cause  of  fire,  defective  chimney. 

7.3  A.  M.,      Responded  to  by  Station  No.  2. 
Box  154.       In  service  fifty  minutes. 

Insurance  on  building,  $2,000.     Losses  paid,  $31. 

Insurance  on  contents,  $300.     Losses  paid,  $22. 

Monday,       Nos.  S41  to  S47  Washington  street.     Four-story  brick  buildings, 
28th,  Cause  of  fire,  unknown. 

9.23  a.  m.,     Responded  to  by  Station  No.  1. 

Box  25  &       In  service  one  hour. 
Telephone.     Insurance  on  buildings,  $8,000.     Losses  paid,  $300. 
Insurance  on  contents,  $5,000.     Losses  paid,  $164. 
Loss  on  property  not  insured,  $710. 

Tuesday,       No.  S20  Sacramento  street.     One-story  frame  building. 
29th,  Cause  of  fire,  defective  chimney. 

9.13  a.  m.,     Responded  to  by  Station  No  1. 
Box  29.        In  service  fifty-five  minutes. 

Insurance  on  building,  $2,500.     Losses  paid,  $75. 
Loss  on  property  not  insured,  $50. 

Wednesday,  Nos.  19  and  21  Chesley  street.     One-story  frame  dwelling  (unoc- 

30th,  cupied). 

1.10  A.  M.,     Cause  of  fire,  incendiary. 
Box  153.       Responded  to  by  Station  No.  2. 

In  service  one  hour  and  thirty  minutes. 
Insurance  on  buildings,  $1,400.     Losses  paid,  $325. 
Insurance  on  contents,  $500.     Losses  paid,  $25. 

Thursday,      No.  9  Geary  street.     Two-story  frame  building. 

31st,  Cause  of  fire,  defective  stove. 

9.55  a.  M.,     Responded  to  by  Station  No.  1. 

Box  48.        In  service  twenty-rive  minutes. 

Loss  on  property  not  insured,  $50. 
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JUNE. 

Friday,        No.  940  Eleventh  street  (rear).     Two-story  frame  dwelling  and 
1st,  stable. 

11.40  a.  m.,     Cause  of  fire,  unknown. 
Box  79.        Responded  to  by  Station  No.  2. 
In  service  forty-five  minutes. 

Insurance  on  buildings,  $300.     Losses  paid,  $188.75. 
Insurance  on  contents,  $110.     Losses  paid,  $18.64. 
Loss  on  property  not  insured,  $100. 

Monday,       Utah  street,  near  Alameda  street. 

4th,  Needless  alarm  for  burning  kettle  of  oil  (in  open  lot.) 

2.12  p.  m.,     Responded  to  by  the  Captain. 
Box  238.       In  service  one  hour. 

Loss  on  property  not  insured,  $50. 

Monday,       No.  214  Montgomery  avenue.     Four-story  brick  building. 
4th,  Cause  of  fire,  sparks  from  furnace. 

6.27  P.  m.,     Responded  to  by  .Station  No.  1. 
Box  17.        In  service  forty  minutes. 

Loss  on  property  not  insured,  $2.50. 

Monday,       No.  1 15  Second  street.     Three-story  brick  building. 
4th,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

9.45  P.  m.,     Responded  to  by  Station  No.  1. 
Still.  In  service  twenty  minutes. 

Loss  on  property  not  insured,  $25. 

Tuesday,       Nos.  903  and  905  Valencia  street.     Two-story  frame  dwellings. 

5th,  Cause  of  fire,  supposed  hot  ashes  in  wooden  barrel. 

11.9  A.  M.,     Responded  to  by  Station  No.  2. 
Box  142.       In  service  one  hour  and  thirty  minutes. 
Covers  spread,  seven. 

Insurance  on  buildings,  $8,000.     Losses  paid,  $335. 
Insurance  on  contents,  $1,200.     Losses  paid,  $134.80. 


Tuesday,       Eddy  street,  between  Octavia  and  Laguna  streets. 

5th,  frame  church. 

12. 10 p.  m.,     Cause  of  fire,  carelessness  with  candle. 
Box  173.       Responded  to  by  Station  No.  2. 
In  service  forty  minutes. 
Loss  on  property  not  insured,  $50. 


One- story 
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Wednesday,  Jackson   street  and  St.   Louis  alley.     One,  two  and  four-story 

6th,  brick  buildings. 

12.51  A.  M.,     Cause  of  fire,  unknown. 
Box  25  &      Responded  to  by  Stations  Nos.  1  and  2. 
Telephone.     In  service  two  hours  and  thirty  minutes. 
Covers  spread,  twenty-eight. 

Insurance  on  buildings,  $15,100.     Losses  paid,  $3,140. 
Insurance  oh  contents,  $24,320.     Losses  paid,  $2,772.91. 
Loss  on  property  not  insured,  $1,065. 

Wednesday,  No.  8  Sixth  street.     Two-story  frame  building. 

6th,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

1.27  a.  M.,     Responded  to  by  Station  No.  2. 
Box  65.        In  service  forty  minutes. 
Extinguishers  used,  one. 
Extinguished  by  Patrol. 

Insurance  on  building,  $4,000.     Loss,  $10.     No  claim. 
Insurance  on  contents,  $1,100.     Losses  paid,  $18. 

Wednesday,  Nos.  106  and  108  Post  street.     Three-story  brick  stable  (unoc- 

6th,  cupied). 

4.42  p.  M.,     Cause  of  fire,  carelessness  with  matches. 
Box  48.        Responded  to  by  Station  No.  1. 
In  service  thirty-five  minutes. 
Extinguishers  used,  one. 
Held  in  check  until  arrival  of  Fire  Department. 

Wednesday,  No.  531  Mission  street.     Three-story  frame  dwelling. 

6th,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

8.48  p.  m.,     Responded  to  by  Station  No.  1. 

Still.  In  service  twenty  minutes. 

Loss  on  property  not  insured,  $2.50. 

Friday,        Southwest  corner  of  Geary  and  Mason  streets.     Two-story  frame 
8th,  buildings. 

2.54  p.  M.,     Cause  of  fire,  fire-works. 
Box  42  &      Responded  to  by  Station  No.  1. 
Telephone.     In  service  one  hour. 

Covers  spread,  fourteen. 

Insurance  on  contents,  $400.     Losses  paid,  $110. 

Loss  on  property  not  insured,  $1,150. 

Friday,  Fourth  street,  near  Townsend  street. 

8th,  Needless  alarm  for  chimney  burning. 

5.38  p.  M.,  Responded  to  by  Station  No.  1. 

Box  68.  In  service  twenty  minutes. 
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Saturday,      No.  110  Stewart  street.     Two-story  frame  dwelling. 

9th,  Cause  of  fire,  defective  chimney. 

9.45  P.  M.j     Responded  to  by  Station  No.  1. 
Still.  In  service  fifty  minutes. 

Insurance  on  building,  $1,450.     Losses  paid,  $70. 
Insurance  on  contents,  $3,900.     Losses  paid,  $120. 


Sunday,        Berry  street,  between  Fifth  and  Sixth  streets. 

10th,  factory. 

2  p.  M.,        Cause  of  fire,  carelessness  with  cigar. 
Box  182.       Responded  to  by  Station  No.  2. 

In  service  forty  minutes. 

Loss,  $5.     No  claim. 


Two-story  frame 


Monday,       No.  121  Beale  street.     One-story  frame  factory. 
11th,  Cause  of  fire,  carelessness  with  matches. 

7.16  p.  m.,     Responded  to  by  Station  No.  1. 
Box  52.        In  service  fifty  minutes. 
Extinguishers  used,  one. 
Extinguished  by  Patrol. 
Insurance  on  building,  $1,200.     I 


$10. 

Insurance  on  contents,  $2,850.     Loss,  $25. 


No  claim. 
No  claim. 


Tuesday,      Nos.  205  to  211  Battery  street. 

12th,  Cause  of  fire,  unknown. 

10.50  p.m.,     Responded  to  by  Station  No.  1. 
Box  31.        In  service  three  hours. 

Covers  spread,  fifty-seven. 
Insurance  on  buildings,  $8,000. 
Insurance  on  contents,  $G7,500. 


Two-story  brick  buildings. 


Losses  paid,  $3,142.50. 
Losses  paid,  $36,115.50. 


Wednesday,  Nos.  44  to  48  Boardman  street.     One-story  frame  shed. 

13th,  Cause  of  fire,  fire-works. 

7.12  P.  m.,     Responded  to  by  Station  No.  2. 
Box  154.       In  service  forty -five  minutes. 
Loss,  $10. 


Friday,        No.  1325  Polk  street.     One-story  frame  building. 
15th,  Cause  of  fire,  wooden  ash -barrel. 

1.40  p.  M.,     Responded  to  by  Station  No.  2. 
Box  135.       In  service  thirty-five  minutes. 

Loss  on  property  not  insured,  $5. 
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Saturday,  No.  509  Brannan  street.     Two-story  frame  dwelling. 

16th,  Cause  of  fire,  smoking  hen's  nest. 

3.5  P.  M.,  Responded  to  by  Station  No.  1. 

Box  68.  In  service  forty-five  minutes. 

Sunday,       No.  21  Gilbert  street.     Two-story  frame  dwelling. 
17th,  Cause  of  fire,  fire-works. 

10.12  p.  M.,     Responded  to  by  Station  No.  2. 
Box  154.       In  service  forty  minutes. 

Insurance  on  building,  $800.     Losses  paid,  $27. 
Insurance  on  contents,  $400.     Losses  paid,  $3. 

Sunday,       Nos.   36  and  36|  Waverly  Place.     Two-story  frame  and  brick 
17th,  buildings. 

11.35p.m.,     Cause  of  fire,  defective  Chinese  range. 
Box  25.        Responded  to  by  Station  No.  1. 

In  service  one  hour  and  thirty  minutes. 

Covers  spread,  three. 

Insurance  on  building,  $4, 000.     Losses,  $200.     No  claim. 

Insurance  on  contents,  $2,900.     Losses  paid,  $52.50. 

Loss  on  property  not  insured,  $100. 

Tuesday,       San  Bruno  road.     Two-story  frame  dwelling  (unoccupied). 
19th,  Cause  of  fire,  incendiary. 

3.12  a.  m.,     Responded  to  by  the  Captain. 
Box  281.      In  service  one  hour. 

Loss  on  property  not  insured,  $300. 

Wednesday,  Nos.  737  and  739  Jackson  street.     Three-story  brick  buildings. 

20th,  Cause  of  fire,  defective  baker's  oven. 

12.7  a.  m.,     Responded  to  by  Station  No.  1. 
Box  25  &      In  service  one  hour. 
Telephone.     Covers  spread,  two. 

Insurance  on  buildings,  $9,000.     Losses  paid,  $500. 
Insurance  on  contents,  $4,350.     Losses  paid,  $357.50. 

Wednesday,  Nos.  105  to  129  Post  street.     Three-story  brick  building. 

20th,  Cause  of  fire,  unknown. 

3.29  a.  M.,     Responded  to  by  Stations  Nos.  1  and  2. 
3.35  A.  M.,     In  service  six  hours. 

Box  48.        Covers  spread,  two  hundred  and  twenty-seven. 
2d  Alarm.      Extinguishers  used,  one. 

Insurance  on  building,  $99,000.     Losses  paid,  $44,553.64. 
Insurance  on  contents,  $511,350.     Losses  paid,  £216,127.25. 
Loss  on  property  not  insured,  $42,615.50. 
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Wednesday,  No.  303  Twenty-eighth  street.     One-story  frame  dwelling. 

27th,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

12.40  a.  M.,     Responded  to  by  the  Captain. 
Box  2S3.       In  service  one  hour  and  thirty  minutes. 

Insurance  on  building,  $1,000.     Losses  paid,  $800. 
Insurance  on  contents,  $300.     Losses  paid,  $228. 
Loss  on  property  not  insured,  $150. 

Thursday,  No.  1427  Clay  street. 

28th,  False  alarm,  messenger  wanted. 

6.45  p.  M.,  Responded  to  by  Station  No.  2. 

Telephone.  In  service  thirty-five  minutes. 

Thursday,      No.  333  Hayes  street.     Two-story  frame  dwelling. 

28th,  Cause  of  fire,  explosion  of  gas. 

7.54  p.  M.,     Responded  to  by  Station  No.  2. 
Box  81.        In  service  fifty  minutes. 

Insurance  on  building,  $1,500.     Losses  paid,  $25. 

Friday,  No.  927  Market  street.     Three-story  frame  building. 

29th,  Cause  of  fire,  wooden  ash -barrel. 

1 1. 14  p.  m.,  Responded  to  by  Station  No.  2. 

Box  47  &  In  service  thirty-five  minutes. 

Telephone.  Loss  on  property  not  insured,  $5. 


JULY. 

Sunday,        No.  833  Fifteenth  street.     Two-story  frame  building. 
1st,  Cause  of  fire,  defective  chimney. 

2.30  P.  m.,     Responded  to  by  the  Captrin. 
Box  271.       In  service  one  hour. 

Insurance  on  building,  $1,500.     Losses  paid,  $315.60. 
Insurance  on  contents,  $500.     Losses  paid,  $139.25. 
Loss  on  property  not  insured,  $100. 


Sunday,        No.  113  Oregon  street.     Three-story  frame  building. 
1st,  Cause  of  fire,  incendiary. 

2.49  P.  m  ,     Responded  to  by  Station  No.  1. 
Box  19.        In  service  forty  minutes. 
Covers  spread,  four. 

Insurance  on  building,  $1,800.     Losses  paid,  $243. 
Insurance  on  contents,  $400.     Losses  paid,  $50. 
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Sunday,       No.  144  Third  street.     Two-story  frame  building. 
1st,  Cause  of  fire,  unknown. 

9.37  p.  m.,     Responded  to  by  Station  No.  1. 
Box  61.         In  service  forty  minutes. 
Covers  spread,  four. 

Insurance  on  building,  $5, 000.     Losses  paid,  $125. 
Insurance  on  contents,  $2,600     Losses  paid,  $450. 

Monday,       No.  1012  Valencia  street.     Two-story  frame  building. 

2d,  Cause  of  fire,  defective  chimney. 

11.51  a.  m.,     Responded  to  by  Station  No.  2. 
Box  142.       In  service  one  hour. 
Covers  spread,  five. 

Insurance  on  building,  $3,500.     Losses  paid,  $75. 
•     Insurance  on  contents,  $1,500. 

Monday,       No.  515  Stevenson  street.     Two-story  frame  dwelling. 
2d,  Cause  of  fire,  fire-works. 

7.33  P.  M.,     Responded  to  by  Station  No.  2. 
Box  95.        In  service  thirty-five  minutes. 

Loss,  $5. 

Monday,       No.    14   Geneva  street    (rear).       One-story    (unoccupied)    frame 

2d,  building. 

10.46 p.  m.,     Cause  of  fire,  fire-works,  in  an  old  mattrass. 
Box  154.       Responded  to  by  Station  No.  2. 
In  service  forty-five  minutes. 

Tuesday,      No.  121  Beale  street.     In  lot  rear  of  wagon  works. 

3d,  Cause  of  fire,  rekindling  of  fire  used  to  heat  wagon  tires. 

12.53  a.  m.,     Responded  to  by  Station  No.  1. 
Box  52.        In  service  forty  minutes. 
Extinguishers  used,  two. 
Fire  extinguished  by  Patrol. 
Loss,  $10.     No  claim. 
Loss  on  property  not  insured,  $5. 


Tuesday,       Out  of  Patrol  district.     Did  not  respond. 

3d, 

7.11  a.   M., 

Box  312. 


Tuesday, 

3d, 

10.6  A.  M., 

Box  73. 


Shipley  street,  between  Eighth  and  Ninth  streets. 
Needless  alarm  for  burning  grass  in  lot. 
Cause  of  fire,  fire-works. 
Responded  to  by  Station  No.  2. 
In  service  twenty  minutes. 
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Wednesday,  No.  SOS  Stockton  street.     Two-story  frame  building. 

4th,  Cause  of  fire,  fire-works  on  roof. 

5.20  A.  m.,     Responded  to  by  Station  No.  1. 
Box  29.        In  service  fifty  minutes. 

Insurance  on  building,  $500.     Losses  paid,  $168. 
Insurance  on  contents,  $2,500.     Losses  paid,  $40.40. 

Wednesday,  Out  of  Patrol  district.     Did  not  respond. 

4th, 
10.26  a.m., 
Box  324. 

Wednesday,  No.  18^  Garden  street.     Two-story  frame  dwelling. 

4th,  Cause  of  fire,  fire-works  on  roof. 

11.11  A.  m.,     Responded  to  by  Station  No.  2. 
Box  154.       In  service  forty  minutes. 
Covers  spread,  five. 

Insurance  on  building,  $4,000.     Losses  paid,  $90. 
Loss  on  property  not  insured,  $10. 


Wednesday,  No.  661  Howard  street.     Two-story  frame  dwelling. 

4th,  Cause  of  fire,  fire-works  on  roof. 

11.21  a.  m.,     Responded  to  by  Station  No.  1. 
Box  61.        In  service  thirty-five  minutes. 
Covers  spread,  one. 
Extinguishers  used,  one. 
Fire  extinguished  by  Patrol. 
Insurance  on  building,  $2,250.     Losses  paid,  $28. 

Wednesday,  Lumber  yard,  foot  of  Brannan  street. 

4th,  Cause  of  fire,  fire-works. 

11.25a.m.,     Responded  to  by  Station  No.  1. 
Box  59.        In  service  fifty  minutes. 
Extinguishers  used,  one. 
Loss  on  property,  $100.     No  claim. 

Wednesday,  Nos.  461  and  463  Stevenson  street.     Two-story  frame  dwelling. 

4th,  Cause  of  fire,  fire-works. 

12.11  p.  m.,     Responded  to  by  Station  No.  2. 
Box  65.         In  service  one  hour. 
Covers  spread,  eight. 

Insurance  on  building,  $2,000.     Losses  paid,  $80. 
Insurance  on  contents,  $1,100. 
Loss  on  property  not  insured,  $25. 
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Wednesday,  No.  2533  California  street  (rear).     Two-story  frame  stable. 

4th,  Cause  of  fire,  incendiary. 

12. 17  P.  M.,     Responded  to  by  the  Captain. 
Box  321.       In  service  one  hour. 

Loss  on  property  not  insured,  $50. 


Wednesday,  Nos.  322  and  324  Sixteenth  street.     One-story  frame  building. 

4th,  Cause  of  fire,  fire-works. 

12.40  p.  m.,     Responded  to  by  Station  No.  2. 
Box  148.       In  service  fifty-five  minutes. 
Covers  spread,  three. 

Insurance  on  building,  $133.33     Losses  paid,  $50. 
Insurance  on  contents,  $1,000.     Losses  paid,  $80. 


Wednesday,  Out  of  Patrol  district.     Did  not  respond. 

4th, 

2.25  p.  M., 

Box  126. 

Wednesday,  No.  307  East  street.     Two-story  frame  building. 

4th,  Cause  of  fire,  fire-works,  on  top  of  show  window. 

2.40  p.  m.,     Responded  to  by  Station  No.  1. 
Box  15.        In  service  twenty  minutes. 
Extinguishers  used,  one. 
Extinguished  by  Patrol. 

Insurance  on  contents,  $3,100.     Losses  paid,  $12. 
Loss  on  property  not  insured,  $10. 


Wednesday,  No.  24  Ash  avenue.     One-story  frame  dwelling. 

4th,  Cause  of  fire,  fire-works  on  roof. 

2.40  p.  m.,     Responded  to  by  Station  No.  2. 
Still.  In  service  twenty  minutes. 

Extinguishers  used,  one. 
Extinguished  by  Patrol. 
Insurance  on  building,  $1,000.     Losses  paid,  $15. 


Wednesday,  No.  1308  Larkin  street.     Two-story  frame  dwelling. 

4th,  Cause  of  fire,  fire-works. 

3.5  P.  M.,      Responded  to  by  Station  No.  2. 
Box  138.       In  service  twenty  minutes. 

Insurance  on  building,  $3,000    Losses  paid,  $60. 
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Wednesday,  Nos.  G15  and  617  Larkin  street.     Two-story  frame  dwellings. 

4th,  Cause  of  fire,  fire-works. 

3.8  p.  m.,      Responded  to  by  Station  No.  2. 
Box  94.        In  service  twenty-five  minutes. 
Covers  spread,  seven. 
Extinguishers  used,  two. 
Extinguished  by  Patrol. 

Insurance  on  buildings,  $3,150.     Losses  paid,  $107.50. 
Insurance  on  contents,  $1,000.     Losses  paid,  $72. 

Wednesday,  No.  418£  Shipley  street.     One-story  frame  dwelling. 

4th,  Cause  of  fire,  fire-works. 

3.33  P.  m.,     Responded  to  by  Station  No.  2. 
Box  7S.        In  service  forty  minutes. 

Insurance  on  building,  $1,000.     Losses  paid,  $10. 
Insurance  on  contents,  $400.     Loss,  $5.     No  claim. 

Wednesday,  Castro  street,  between  Eighteenth  and  Nineteenth  streets.     One- 

4th,  story  frame  dwelling  and  stable. 

4.15  p.  m.,     Cause  of  fire,  fire-works. 
Box  273.       Responded  to  by  the  Captain. 
In  service  one  hour. 

Insurance  on  buildings,  $3,450.     Losses  paid,  $495. 
Insurance  on  contents,  $1,600.     Losses  paid,  $553.50. 
Loss  on  property  not  insured,  $200. 

Wednesday,  Nos.  2  and  4  Jones  street.     One-story  frame  dwellings. 
4th,  Cause  of  fire,  fire-works. 

5.1  P.  M.,      Responded  toby  Station  No.  2. 
Box  75.        In  service  forty  minutes. 

Extinguishers  used,  one. 

Insurance  on  buildings,  $500.     Losses  paid,  $20.75. 

Loss  on  property  not  insured,  $35. 

Wednesday,  No.  41  Jessie  street.     Two-story  frame  building. 

4th,  Cause  of  fire,  fire-works. 

7.50  P.  M.,     Responded  to  by  Station  No.  1. 
Still.  In  service  twenty  minutes. 

Extinguishers  used,  one. 
Extinguished  by  Patrol. 
Insurance  on  building,  $500.     Loss,  $25.     No  claim. 

Wednesday,  No.  932  Bush  street.     Two-story  frame  dwelling. 
4th,  Cause  of  fire,  fire-works. 

8.2  p.  m.,      Responded  to  by  Station  No.  1. 
Box  41.        In  service  twenty-five  minutes. 

Insurance  on  building,  $4,500.     Loss,  $5.     No  claim. 
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Wednesday,  No.  1217  Clay  street  (rear).     One-story  frame  building. 

4th,  Cause  of  fire,  explosion  of  coal -oil  lamp. 

8.4  p.  m.,      Responded  to  by  Station  No.  1. 
Box  23.         In  service  forty  minutes. 

Loss  on  property  not  insured,  $100. 

Wednesday,  Nos.    233  and  237  First  street.      Three    and  two-story   frame 

4th,  buildings. 

9.11  p.  m.,     Cause  of  fire,  drunkenness. 
Box  5S.        Responded  to  by  Station  No.  1. 
In  service  fifty  minutes. 
Covers  spread,  two. 

Insurance  on  buildings,  $5,000.     Losses  paid,  $150. 
Insurance  on  contents,  $500.     Losses  paid,  $350. 
Loss  on  property  not  insured,  $800. 

Wednesday,  No.  445  Bartlett  street.     Two-story  frame  dwelling. 

4th,  Cause  of  fire,  fire-works  on  roof. 

9.21  p.  m.,     Responded  to  by  the  Captain. 
Box  236.       In  service  forty-five  minutes. 

Loss  on  property  not  insured,  $5. 

Wednesday,  Southeast  corner  of  Eighth  and  Harrison  streets.     Three-story 

4th,  frame  building. 

9.28  p.  m.,     Cause  of  fire,  fire-works. 
Box  153.       Responded  to  by  Station  No.  2. 
In  service  thirty -five  minutes. 
Insurance  on  property,  $2,000.     Losses  paid,  $56. 

Wednesday,  No.  12  Oak  street.     Three-story  frame  building. 

4th,  Cause  of  fire,  fire-works. 

9.54  p.  m.,     Responded  to  by  Station  No.  2. 
Box  86.        In  service  twenty-five  minutes. 

Insurance  on  building,  $1,000.     Losses  paid,  $19. 
Insurance  on  contents,  $500. 

Thursday,      Out  of  Patrol  district.     Did  not  respond. 

5th, 
12.5  A.  M., 
Box  217. 

Thursday,      No.  2533  California  street.     One-story  frame  dwelling. 

5th,  Cause  of  fire,  incendiary. 

10.53  a.  m.,     Responded  to  by  the  Captain. 
Box  321.       In  service  fifty  minutes. 

Loss  on  property  not  insured,  $75. 
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Thursday 

.r)th, 
11.10  a.m.. 
Box  218. 


Thursday, 

5th, 
1-2.1    p.   M., 
Telephone. 


Thursday, 

5th, 
11.55  p.  m., 
Box  273. 


Friday, 

6th, 

9.49  A,  M. 

Box  275. 


Saturday, 

7th, 

1.22    A.    M., 

Box  8. 


Sunday, 

8th, 

8.15  p.  m., 

Telephone. 

Monday, 

9th, 

5.5G  p.  M., 

Box  57. 


No.  1911  Sutter  street  (rear).      A  fence. 

Cause  of  fire,  fire-works. 

Responded  to  by  the  Captain. 

In  service  fifteen  minutes. 

Loss  on  property  not  insured,  $20. 

No.  412  Post  street  (rear).     Three-story  frame  building. 

Cause  of  fire,  defective  chimney. 

Responded  to  by  Station  No.  1. 

In  service  thirty-five  minutes. 

Insurance  on  building,  $S00.     Losses  paid,  $10. 

Loss  on  property  not  insured,  $5. 

Clara  avenue,  between  Sixteenth  and  Seventeenth  streets.     One 

story  (unoccupied)  frame  building. 
Cause  of  fire,  supposed  incendiary. 
In  service  one  hour  and  thirty  minutes. 
Responded  to  by  the  Captain. 
Loss  on  property  not  insured,  $300. 

No.  1411  Twenty-fifth  street.     Two-story  frame  dwelling. 

Cause  of  fire,  supposed  spark  from  chimney. 

Responded  to  by  the  Captain. 

In  service  one  hour  and  thirty  minutes. 

Insurance  on  building,  $1,500.     Losses  paid,  $325. 

Insurance  on  contents,  $750.     Losses  paid,  $133. 

Nos.  1512  to  1516  Stockton  street.     Two-story  frame  building. 

Cause  of  fire,  unknown. 

Responded  to  by  Station  No.  1. 

In  service  one  hour. 

Insurance  on  building,  $387.50. 

Insurance  on  contents,  $3,450. 


paid,  $174. 
Losses  paid,  $641.  If 


Loss  on  property  not  insured,  $475. 

Geary  and  Mason  streets. 

Needless  alarm  for  dropping  chimney  to  coal-oil  lamp. 

Responded  by  Station  No.  2. 

In  service,  twenty -five  minutes. 

Pacific  Mail  dock.     Two-story  frame  pattern  shop. 

Cause  of  fire,  supposed  pipe  smoking. 

Responded  to  by  Station  No.  1 . 

In  service  one  hour. 

Covers  spread,  eleven. 

Insurance  on  building,  $5,000.     Losses  paid,  $300. 

Insurance  on  contents,  $4,000.     Losses  paid,  $1,071.81. 

Loss  on  property  not  insured,  $381.99. 
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Wednesday,  No.  512  Shotwell  street  (rear).     One-story  frame  shed. 

11th,  Cause  of  fire,  children  with  matches. 

11.58  A.  if.,     Responded  to  by  Station  No.  2. 
Box  149.       In  service  forty-five  minutes. 

Loss  on  property  not  insured,  $5. 


Friday,        No.  345  Fourth  street.     Three-story  frame  building. 
13th,  Cause  of  fire,  carelessness  with  matches. 

1.35  A.  M.,     Responded  to  by  Station  No.  1. 
Box  63.        In  service  forty  minutes. 

Insurance  on  building,  $10,000.     Loss,  $25.     No  claim. 
Loss  on  property  not  insured,  $5. 


Saturday,      No.  407  Washington  street.     Three-story  brick  building. 

14th,         Cause  of  fire,  defective  range. 
10.34p.  m.,     Responded  to  by  Station  No.  1. 
Box  26.        In  service  forty  minutes. 
Extinguishers  used,  one. 
Extinguished  by  Patrol. 

Insurance  on  building,  $2,000.     Losses  paid,  $5. 
Insurance  on  contents,  $800.     Losses  paid,  $30. 


Saturday,      No.  407  Washington  street. 

14th,  Rekindling  of  above  fire. 

11.32  p.  M.,     Cause  of  fire,  defective  range. 
Telephone.     Responded  to  by  Station  No.  1 . 

In  service  forty  minutes. 

Extinguishers  used,  one. 

Extinguished  by  Patrol. 


Saturday,  Kearney  street,  between  Post  and  Bush  streets. 

14th,  Needless  alarm  given  for  chimney  burning. 

11.47  p.  m.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  twenty  minutes. 


Tuesday,      Nos.  48  to  54  Second  street.     Three-story  brick  factory. 
17th,  Cause  of  fire,  spark  from  rag-picker. 

4.51  p.  m.  ,     Responded  to  by  Station  No.  1. 
Still.  In  service  twenty  minutes. 

Extinguishers  used,  one. 
Extinguished  by  Patrol. 
Insurance  on  contents,  $6,000.     Losses  paid,  $54.60. 


Tuesday,       Nos.  48  fco  54  Second  struct. 
ITtli,         Rekindling  of  above  fire. 

7. 1 1  p.  m.  ,     Responded  to  by  Station  No.  1. 
Still.  In  service  twenty  minutes. 

Extinguishers  used,  one. 
Extinguished  by  Patrol. 

Thursday,  No.  325  Market  street.     Three-story  brick  building. 

19th,  Cause  of  fire,  cigar  stump  in  saw-dust. 

7.12  A.  M.,  Responded  to  by  Station  No.  1. 
Still.  In  service  twenty-five  minutes. 

Insurance  on  buildings,  $60,000.     Loss,  $10.     No  claim. 


Thursday,      Dolores  street,  between  Twenty-fourth  and  Twenty-fifth  streets. 

19th,  Two-story  frame  dwelling. 

2.31  p.  M.,     Cause  of  fire,  supposed  carelessness  with  matches. 
Box  274.       Responded  to  by  Station  No.  2. 
In  service  fifty  minutes. 
Insurance  on  building,  $5,000.     Losses  paid,  $100.50. 


Friday,        No.  375  Broadway     Two-story  frame  dwelling. 
20th,  Cause  of.  fire,  defective  chimney. 

1.55  P.  M.,     Responded  to  by  Station  No.  1. 
Box  14.        In  service  fifty  minutes. 
Covers  spread,  four. 
Insurance  on  building,  $1,000.     Losses  paid,  $95. 

.Sunday,        No.  40S  Sansome  street.     Continental  Coffee  and  Spice  Mill. 
22d,  Needless  alarm  for  smoke  issuing  from  windows. 

12.43  a.  m.,     Cause  of  alarm,  smoke  from  coffee  roaster. 
Telephone.     Responded  to  by  Station  No.  1. 
In  service  twenty-five  minutes. 


Monday, 

23d, 
1.30  A.  M. 
Box  281. 


Out  of  Patrol  district.     Lid  not  respond. 


Friday,        No.  102  Golden  Gate  avenue.    One-story  frame  blacksmith  shop 
27th,  Cause  of  fire,  defective  forge. 

i.52  P.  M.,     Responded  to  by  Station  No.  2. 
Box  95.        In  service  twenty-five  minutes. 

Insurance  on  contents,  $400.     Losses  paid,  $35. 
Loss  on  property  not  insured,  $10. 
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Friday,        Southwest  corner  of  Howard  and  Beale  streets.     Fulton  Iron 

27th,  Foundry. 

.16  P.  M.,     Alarm  given  for  upsetting  kettle  of  hot  iron. 
Box  52.        Responded  to  by  Station  No.  1. 

In  service  twenty  five-minutes. 

Loss,  $10.     No  claim. 


Sunday,       Nos.  513  and  515  Front  street.     Two-story  brick  building. 
29th,  Cause  of  fire,  overheated  smoke-house. 

7.37  p.  M.,     Responded  to  by  Station  No.  1. 
Box  26.        In  service  one  hour. 

Extinguishers  used,  two. 

Insurance  on  building,  $10,000.     Losses  paid,  $200. 

Insurance  on  contents,  $10,000.     Losses  paid,  $1,200. 


Monday,       No.  19  Frederick   street   (rear).     One-story  frame  (unoccupied) 
30th,  building. 

1.12  a.  m.,     Cause  of  fire,  incendiary. 
Box  56.       Responded  to  by  Station  No.  1. 
In  service  fifty  minutes. 
Extinguishers  used,  one. 
Extinguished  by  Patrol. 
Insurance  on  building,  $400.     Losses  paid,  $22. 


Monday,       No.  14  Geneva  street.     One-story  frame  (unoccupied)  dwelling. 
30th,  Cause  of  fire,  incendiary. 

6.53  P.  M.,     Responded  to  by  Station  No.  2. 
Box  154.       In  service,  forty-five  minutes. 
Insurance  on  building,  $150. 


AUGUST. 


Thursday,      San  Jose  avenue,  between  Thirty-first  and  Thirty-second  streets. 

2d,  One-story  frame  building. 

1.4  p.  M.,      Cause  of  fire,  defective  chimney. 
Box  284.       Responded  to  by  the  Captain. 
In  service  one  hour. 
Insurance  on  building.  $900.     Losses  paid,  $25. 


[     54     ] 

Thursday,      Northeast   corner    of    Sutter   and   Dupont   streets.      Two-story 

2d,  frame  building. 

9.11  p.   m.,     Cause  of  fire,  defective  range. 
Box  46  &      Responded  to  by  Station  No.  1. 
Telephone.     In  service  one  hour. 
Covers  spread,  ten. 

Insurance  on  building,  $2,500.     Losses  paid,  $150. 
Insurance  on  contents,  $1,200.     Losses  paid,  $131. 


Thursday,  False  alarm. 

2d,  Out  of  Patrol  district.     Did  not  respond. 
11.40  p.m., 
Box  314. 

Saturday,  Stockton,  Post  and  Sutter  streets.     One,   two  and  three-story 
4th,  brick  and  frame  buildings. 

1.10  A.  M.,  Cause  of  fire,  unknown. 

1.11  a.  m.,  Responded  to  by  Stations  Nos.  1  and  2. 
1. 19  a.  M.,  In  service  six  hours. 

1.37  A.  m.,  Covers  spread,  sixty-four. 

Telephone.  Extinguishers  used,  one. 

Box  49.  Insurance  on  buildings,  $129,250.     Losses  paid,  $64,941.35. 

2d  Alarm.  Insurance  on  contents,  $51,590.     Losses  paid,  $32,985.05. 

3d  Alarm.  Loss  on  property  not  insured,  $25, 1S2.  IS. 


Saturday,  No.  299  Hyde  street. 

4th,  Needless  alarm  for  burning  chimney  in  dwelling. 

8.2  p.  m.,  Responded  to  by  Station  No.  2. 

Still.  In  service  forty  minutes. 


Sunday,        Nos.  517  and  519  Union  street  (rear).     Two-story  frame  dwellings. 
5th,  Cause  of  fire,  ashes  in  wooden  barrel. 

2.41  A.  M.,     Responded  to  by  the  Captain. 
Box  7.         In  service  forty  minutes. 

Insurance  on  buildings,  $400.     Losses  paid,  $125. 
Loss  on  property  not  insured,  $200. 


Sunday,        No.  311  Turk  street.     Two-story  frame  dwelling. 
5th,  Cause  of  fire,  spark  from  chimney. 

11.7  A.  M.,     Responded  to  by  Station  No.  2. 
Box  91.        In  service  fifty  minutes. 

Insurance  on  building,  $1,500.     Losses  paid,  $25. 


Sunday,  No.  548  Howard  street. 

5th,  Needless  alarm  for  burning  chimney  in  dwelling. 

3.17  P.  M.,  Responded  to  by  Station  No.  1. 

Still.  In  service  twenty  minutes. 


One  and  two-story  frame 


Tuesday,      Nos.  2618  to  2622^  Mission  street 

7th,  buildings. 

12.18  a.  m.,     Cause  of  fire,  defective  chimney. 

Box  143.       Responded  to  by  station  No.  2. 

In  service  one  hour. 

Covers  spread,  nine. 

Insurance  on  buildings,  $2,200.  Losses  paid,  $770. 
Insurance  on  contents,  $2,100.  Losses  paid,  $310. 
Loss  on  property  not  insured   $500. 

Tuesday,      No.  422  Sacramento  street.     Three-story  brick  building. 
7th,  Cause  of  fire,  defective  tinker's  furnace. 

9.41  p.  m.,     Responded  to  by  Station  No.  1. 
Box  31 .        In  service  one  hour. 

Extinguishers  used,  two. 

Extinguished  by  Patrol. 

Insurance  on  building,  $4,000.     Losses  paid,  $15. 

Insurance  on  contents,  $12,500.     Loss,  $10.     No  claim. 


Thursday,      No.  135  Langton  street  (rear).     Two-story  frame  dwelling. 

9th,  Cause  of  fire,  incendiary. 

12.7  a.  m.,     Besponded  to  by  Station  No.  2. 
Box  153.       In  service  forty-five  minutes. 

Insurance  on  building,  $800.     Losses  paid,  $245. 
Loss  on  property  not  insured,  $100. 

Thursday,      Nos.  210  to  214  Spear  street.     Roof  of  one-story  frame  building. 

9th,  Cause  of  fire,  spark  from  chimney. 

5.46  a.m.,     Responded  to  by  Station  No  1. 
Box  39.        In  service  fifty  minutes. 
Extinguishers  used,  one. 
Insurance  on  building,  $3,000.     Loss,  $25. 


Thursday,      Wharf,  foot  of  Vallejo  street.     A  lot  of  baled  jute. 

9th,  Cause  of  fire,  pipe  smoking. 

12.51  A.  M.,     Responded  to  by  Station  No  1. 
Box  13.        In  service,  twenty-five  minutes. 

Insurance  on  jute,  $1,200.     Losses  paid,  $425. 


[     5G     ] 

Thursday,      No.  124  Main  street  (rear).     One-story  frame  shed. 

9th,  Cause  of  fire,  spark  from  smoke-stack. 

2.27  p.  m.,     Responded  to  by  Station  No.  1. 
Box  52.        In  service  forty-five  minutes. 
Extinguishers  used,  one. 
Loss  on  property  not  insured,  $1. 


Thursday,      Baldwin  Hotel.     A  rabbit  house  on  roof. 

9th,  Cause  of  fire,  spark  from  smoke-stack. 

10.35  r.  M.,     Responded  to  by  Station  No.  1. 
Telephone.     In  service  forty  minutes. 

Loss  on  property  not  insured,  $5. 


Tuesday,       Northeast   corner  of  Oregon  and   Drumm   streets.     Two-story 
14th,  frame  building. 

9.30  A.  m.,     Cause  of  fire,  boiling  over  kettle  of  fat. 
Box  19.        Responded  to  by  Station  No.  1. 
In  service  twenty  minutes. 

Insurance  on  contents,  $1,500.     Losses  paid,  $23. 
Loss  on  property  not  insured,  $10. 


Wednesday,  No.  704  Pine  street.     Two-story  frame  dwelling. 

15th,  Cause  of  fire,  upsetting  of  coal-oil  stove. 

6.2  P.  M.,      Responded  to  by  Station  No.  1. 
Box  29.       In  service  thirty-five  minutes. 

Insurance  on  building,  $2,500.     Loss,  $50.      No  claim. 
Loss  on  property  not  insured,  $60. 


Wednesday,  No.  129  Second  street.     Two-story  frame  building. 

15th,  Cause  of  fire,  gas  light  in  show-window. 

8.53  P.  M.,     Responded  to  by  Station  No.  1. 
Still.  In  service  forty  minutes. 

Insurance  on  building,  $1,000.     Losses  paid,  $15. 
Insurance  on  contents,  $1,900.     Losses  paid,  $125. 


Wednesday,  No.  209  Post  street.     Two-story  brick  building. 

15th,  Cause  of  fire,  unknown. 

9.31  P.  M.,      Responded  to  by  Station  No.  1. 
Box  49.       In  service  fifty  minutes. 

Insurance  on  building,  $1,000.     Losses  paid,  $15. 
Insurance  on  contents,  $3,250.     Losses  paid,  $352. 


[     -57     ] 

Friday,        Nos.  125  and  127  Main  street.     Three-story  frame  building. 
17th,  Cause  of  fire,  supposed  defective  furnace. 

11.41  p.  M.,     Responded  to  by  Station  No.  1. 
Box  39.       In  service  one  hour. 

Covers  spread,  thirty. 

Insurance  on  building,  $5,000.     Losses  paid,  $1,588. 

Insurance  on  contents,  $16,000.     Losses  paid,  $5,843.82. 

Sunday,        Nos.  125  and  127  Main  street. 

19th,  Rekindling  of  the  above  fire. 

12.40  a.  m.,     Responded  to  by  Station  No.  1. 

Box  52.       In  service  forty-five  minutes. 

Extinguishers  used,  two. 

Extinguished  by  Patrol. 

Monday,       Corner  of  Beach  and  Baker  streets.     One-story  frame  building. 

20th,  Cause  of  fire,  supposed  defective  chimney. 

10.37  P.  M.,     Responded  to  by  the  Captain. 
Box  219.       In  service  one  hour  and  thirty  minutes. 

Insurance  on  building.  $2,200.  Losses  paid,  2,200. 
Insurance  on  contents,  $1,300.  Losses  paid,  1,300. 
Loss  on  property  not  insured,  $200. 

Monday,       Nos.  259  and  261  Minna  street.     Three-story  frame  dwelling. 
20th,  Cause  of  fire,  unknown. 

11.14  p.  II.,     Responded  to  by  Station  No.  1. 
Box  62.       In  service  one  hour. 
Covers  spread,  four. 

Insurance  on  building,  $1,000.     Losses  paid,  $152.50. 
Loss  on  property  not  insured,  $30. 


Tuesday,      Nos.  9  and  11  Everett  street.     Two-story  frame  dwelling. 
21st,  Cause  of  fire,  defective  chimney. 

8.10  a.  M.,     Responded  to  by  Station  No.  1. 
Box  61.        In  service  one  hour. 
Covers  spread,  four. 

Insurance  on  building,  $3,000.     Losses  paid,  $175. 
Insurance  on  contents,  $5,000.     Loss,  $10.     No  claim. 
Loss  on  property  not  insured,  $25. 

Tuesday,       No.  345  Kearny  street.     Three-story  brick  building. 

21st,  Cause  of  fire,  spai-ks  from  stove. 

11.35  A.  M.,     Responded  to  by  Station  No.  1. 
Telephone.     In  service  twenty-five  minutes. 

Loss  on  property  not  insured,  $5. 


[     58     ] 

Sunday,        Nos.  14  and  10  Drumm  street.     One-story  frame  stable. 
26th,  Cause  of  tire,  spark  from  chimney. 

5.15  P.  II.,     Responded  to  by  Station  No.  1. 
Telephone.     In  service  twenty-five  minutes. 

Loss  on  property  not  insured,  $25. 

Tuesday,       Northwest   corner   of    Bush   and    Battery   streets.     Three-story 

28th,  brick  building. 

1.25  p.  M.,     Cause  of  tire,  spark  from  chimney. 
Still.  Responded  to  by  Station  No.  1. 

In  service  forty  minutes. 

Covers  spread,  two. 

Extinguishers  used,  one. 

Extinguished  by  Patrol. 

Insurance  on  building,  $5,000.     Loss,  $50.     No  claim. 

Insurance  on  contents,  $85,000.     Losses  paid,  $446.80. 

Tuesday,       No.  546  Washington  street.     Two-story  frame  building. 

28th,  Cause  of  fire,  carelessness  with  matches. 

S.24  p.  m.,     Responded  to  by  Station  No.  1. 
Telephone.     In  service  forty  minutes. 
Extinguishers  used,  one. 
Extinguished  by  Patrol. 

Insurance  on  building,  $1,500.     Losses  paid,  $15. 
Insurance  on  contents,  $1,500.     Losses  paid,  $185. 


Wednesday,  Nos.    715   and   717    Brannan    street    (rear). 

Two-story   frami 

29th,                  buildings. 

2.44  a.  M.,     Cause  of  fire,  defective  oven. 

Box  154.       Responded  to  by  Station  No.  2. 

In  service  one  hour. 

Covers  spread,  two. 

Insurance  on  buildings,  $1,500.     Losses  paid 

,  $50. 

Insurance  on  contents,  $300.     Loss,  $10.     No  claim. 

Wednesday,  Music  stand  in  front  of  Baldwin's  Theater. 
29th,  Cause  of  fire,  gas-light. 

8.7  P.  M.,      Responded  to  by  Station  No.  2. 

Box  47  &      In  service  twenty-five  minutes. 
Telephone.     Loss  on  property  not  insured,  $300. 

Thursday,      No.  720  Filbert  street.     Two-story  frame  dwelling. 

30th,  Cause  of  fire,  spark  from  chimney. 

4.1  p.  M.,      Responded  to  by  Station  No.  1. 
Box  8.         In  service  fifty  minutes. 
Covers  spread,  three. 

Insurance  on  building,  $2,666.     Losses  paid,  $57. 
Loss  on  property  not  insured,  $10. 


[     59     ] 

Friday,        No.  912  Dupont  street.     Brick  building. 
31st,  Needless  alarm,  explosion  of  coal-oil  lamp. 

7.19  p.  M.,     Responded  to  by  Station  No.  1. 
Telephone.     In  service  twenty-five  minutes. 
Loss  on  property  not  insured,  $5. 


SEPTEMBER. 


Saturday,  No.  718  Commercial  street. 

1st,  Needless  alarm  for  burning  chimney. 

6.11  P.  M.,  Responded  to  by  Station  No.  1. 

Box  21.  In  service  twenty  minutes. 

Saturday,  False  alarm. 

1st,  Piesponded  to  by  Station  No.  2. 

11.42  p.  M.,  In  service  twenty-five  minutes. 
Box  361. 

Sunday,        Nos.  626  and  628  Kearny  street,  and  Nos.  638  to  644  Commercial 
2d,  street.     Two-story  frame  buildings. 

10.40  a.  m.,     Cause  of  fire,  defective  range. 
Box  21.        Responded  to  by  Stations  Nos.  I  and  2. 
In  service  one  hour  and  thirty  minutes. 
Covers  spread,  twenty-one. 

Insurance  on  buildings,  §3,250.     Losses  paid,  $175. 
Insurance  on  contents,  $700.     Losses  paid,  $700. 
Loss  on  property  not  insured,  $1,505. 

Sunday,       No.  923  Dupont  street.     Two-story  frame  building. 
2d,  Cause  of  fire,  carelessness  with  lamp. 

5.25  P.  M.,     Responded  to  by  Station  No.  1. 
Telephone.     In  service  forty  minutes. 

Loss  on  property  not  insured,  $35. 


Sunday,        Nos.  142S  and  1430  Mission  street.     One  and  three-story  frame 

2d,  dwellings  and  brewery. 

7  p.  M.,        Cause  of  fire,  unknown. 
Box  71.        Responded  to  by  Station  No.  2. 

In  service  fifty  minutes. 

Covers  spread,  one. 

Insurance  on  buildings,  $9,500.     Losses  paid,  $465. 

Loss  on  property  not  insured,  $200. 


[     CO     ] 

Sunday,        No.  10*27  Larkin  street.    Three-story  frame  building. 
I  :se  of  fire,  defective  gas-meter. 
m..     Responded  to  by  Station  N 
Telephone     In  service  forty  minutes. 

Insurance  on  contents,  $1,000.     Losses  pai ■'..  - 

Monday,      No.  S10  Kearny  street  (rear). 
3d,  Cause  of  fire,  wooden  ash-barreL 

m.,     Responded  to  by  Station  M 
.  1 .        In  service  twenty-five  minntes. 
Loss  on  property  not  insured. 

Tuesday,      Nos.  311  and  315  California  street.     Two-story  brick  buildings. 
4th,  Cause  of  fire,  carelessness  with  tinkers  stove. 

4.40  p.  if.,     Responded  to  by  Station  No.  1. 
Telephone.     In  service  forty-five  minutes. 
Extinguishers  used,  two. 
Extinguished  by  PatroL 
Insurance  on  buildings,  $25,000.    Lasses  paid,  $o  I 

Wedncs  '  "  I  Tuerrero  street     Two-story  frame  dwelling. 

5th,  Cause  of  fire,  children  with  matches. 

3.9  P.  M.,      Responded  to  by  Station  No.  2. 
Box  361.      In  service  forty  minutes. 

Insurance  on  building,  $2,000.     Losses  paid,  20. 
Loss  on  property  not  insured.  $ 

Friday.        \~       : .'  and  31  Market  street.     Three-story  brick  factory. 
7th,  Cause  of  fire,  supposed  defective  stove. 

5.29  p.  M.,     Responded  to  by  Station  No.  I . 
Box  32.       In  service  one  hour. 

Covers  spread,  twenty-five. 

Insurance  on  contents,  $62,500.     Losses  paid,  $S.9C3. 

Friday,        N      4 10  Eddy  street.     Two-story  frame  dwelling. 
7 :  Cause  of  fire,  spark  from  chimney. 

6.35  p.  m.,     Responded  to  by  Station  No.  2. 
Box  91.       In  service  forty  minutes. 

Insurance  on  bo  tiding,  $4,000.     Losses  paid,  $50. 
Insurance  on  contents,  $1,000. 

Saturday,      No.  639  Post  street     Two-story  frame  building. 

Sth,  Cause  of  fire,  defective  chimney. 

6.6  P.  M.,      Responded  to  by  Station  N 
Telephone.     In  service  forty  minutes. 

Loss  on  property  not  insured.  $30. 


[     61     ] 


Tuesday,       No.  426  Green  street.     Two-story  frame  dwelling. 
11th,  Cause  of  lire,  defective  tailor's  stove. 

8.35  P.  m.,     Responded  to  by  Station  No.  1. 
Box  9,         In  service  thirty-five  minutes. 

Insurance  on  building,  $5,000.     Losses  paid,  §25. 

Thursday,      No.  833  Bush  street.     Two-story  frame  building. 

13th,  Cause  of  fire,  wooden  ash  barrel. 

2.30  A.  m.,     Responded  to  by  Station  No.  1. 
Box  41.        In  service  thirty-five  minutes. 

Insurance  on  building,  $2,000.     Losses  paid,  $25. 

Thursday,  Corner  of  Church  and  Sanchez  streets. 

13th,  Needless  alarm. 

7.37  a.  m.,  Responded  to  by  the  Captain. 

Box  273.  Li  service  forty-five  minutes. 

Friday,        Nos.316  and  318  Golden  Gate  avenue.  Two-story  frame  dwellings. 
14th,  Cause  of  fire,  unknown. 

4.39  A.  m.,     Responded  t®  by  Station  No.  2. 
Box  91.        In  service  one  hour. 
Covers  spread,  six. 

Insurance  on  building,  $1,500.     Losses  paid,  $1,010. 
Insurance  on  contents,  $900.     Losses  paid,  $216. 
Loss  on  property  not  insured,  $50. 

Friday,        Bartlett  alley  (east  side).     Two-story  brick  building. 
14th,  Cause  of  lire,  carelessness  with  fire. 

9.50  A.  m.,     Responded  to  by  Station  No.  1. 
Box  17.        In  service  one  hour  and  thirty  minutes. 
Covers  spread,  four. 

Insurance  on  building,  $3,000.     Losses  paid,  $115. 
Insurance  on  contents,  $2,600.     Losses  paid,  $3S2.50. 


Friday,         Butte   street,  between   Bryant  and  Florida  streets.'     One-story 
14th,  frame  building. 

7.40  P.  M.,     Cause  of  fire,  carelessness  with  candle. 
Box  239.       Responded  to  by  the  Captain. 
In  service  forty -five  minutes. 
Insurance  on  building,  $600.     Losses  paid,  $150. 
Loss  on  property  not  insured,  $100. 

Saturday,  No.  733  Brannan  street. 

15th,  Needless  alarm,  steam  issuing  from  building. 

6.42  A.  M.,  Responded  to  by  Station  No.  1. 

Box  154.  In  service  twenty-five  minutes. 


[     "2     ] 

Monday,       Nos.  205  and  207  Kearny  street.     Four-story  brick  building. 
17th,  Cause  of  fire,  defective  stove. 

10.5  a.  m.,     Responded  to  by  Station  No.  1. 
Box  46.        In  service  one  hour. 

Covers  spread,  twelve. 

Extinguishers  used,  two. 

Held  in  check  until  arrival  of  Fire  Department. 

Insurance  on  building,  $15,000.     Losses  paid,  $622. 

Insurance  on  contents,  $8,280.     Losses  paid,  $491.50. 


Tuesday,  No.  915  Pierce  street.     One-story  frame  (unoccupied)  stable. 

ISth,  Cause  of  fire,  unknown. 

5.52  p.  M.,  Out  of  Patrol  district.     Did  not  respond. 

Box  247.  Loss  on  property  not  insured,  $150. 


Wednesday,  Northwest  corner  of  Folsom  and  East  streets.     Two-story  frame 

19th,  building. 

4.14  p.  M.,     Cause  of  fire,  spark  from  chimney. 
Box  36.        Responded  to  by  Station  No.  1. 
In  service  one  hour. 
Covers  spread,  eleven. 

Insurance  on  building,  $2,500.     Losses  paid,  $285. 
Insurance  on  contents,  $300.     Losses  paid,  $20. 


Wednesday,  No.  641  Mission  street.     Two-story  frame  dwelling. 

19th,  Cause  of  fire,  drunkenness. 

6.34  p.  m.,     Responded  to  by  Station  No.  1. 

Still.  In  service  twenty  minutes. 

Loss  on  property  not  insured,  $35. 


Thursday,    •  No.  524  Post  street  (rear). 

20th,  Needless  alarm,  burning  brush. 

2.35  P.  M.,     Respouded  to  by  Station  No.  1. 
Box  42.        In  service  twenty  minutes. 


Saturday,      No.  1225  York  street  (rear).     One-story  frame  shed. 

22d,  Cause  of  fire,  children  with  matches. 

3.6  p.  M.,      Responded  to  by  Station  No.  2. 
Box  234.       In  service  one  hour. 

Insurance  on  shed,  $50.     Losses  paid,  $30. 
Loss  on  property  not  insured,  $50. 


[     G3     ] 

Saturday,      No.  920  Jackson  street.     Two-story  frame  dwelling. 

22d,  Cause  of  fire,  unknown. 

9.12  p.  m.,     Responded  to  by  Station  No.  1. 
Box  16.        In  service  one  hour. 
Covers  spread,  seven. 

Insurance  on  building,  $4,000.     Losses  paid,  §650. 
Loss  on  property  not  insured,  $500. 

Sunday,        Nos.  215  to  219  Bush  street.     Five-story  brick  building. 
23rd,  Cause  of  fire,  spontaneous  combustion. 

1 1 .51  A.  M.,     Responded  to  by  Station  No.  1. 
Still.  In  service  two  hours. 

Covers  spread,  nine. 
Extinguishers  used,  four. 
Extinguished  by  Patrol. 

Insurance  on  contents,  $210,000     Losses  paid,  $1,407.33. 
Loss  on  property  not  insured,  $100. 

Sunday,        Nos.  145S  and  1460  Minna  street.     Two-story  frame  building. 
23rd,  Cause  of  fire,  spark  from  chimney. 

3.16  p.  m.,     Responded  to  by  Station  No.  2. 
Box  148.       In  service  one  hour. 
•     Covers  spread,  one. 

Insurance  on  building,  $1,200.     Losses  paid,  $90. 
Loss  on  property  not  insured,  $50. 

Sunday,       No.  445  Fifth  street.     One-story  frame  dwelling. 
23rd,  Cause  of  fire,  drunkenness. 

9.49  P.  M.,     Responded  to  by  Station  No.  2. 
Box  154.       In  service  twenty-five  minutes. 

Insurance  on  building,  $500.     Losses  paid,  $10. 
Loss  on  property  not  insured,  $15. 

Monday,       No.  713  Sanchez  street.     One-story  frame  dwelling. 
24th,  Cause  of  fire,  children  with  matches. 

9.19  a.  M.,     Responded  to  by  the  Captain. 
Box  275.       In  service  one  hour. 

Insurance  on  building,  $1,500.     Losses  paid,  $190. 
Loss  on  property  not  insured,  $100. 

Wednesday,  No.  629  Vallejo   street. 

26th,  Needless  alarm  for  burning  chimney. 

4.28  P.  M  ,  Responded  to  by  Station  No.  1. 

Box  9.  In  service  twenty-five  minutes. 
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Thursday,      No.  32  Tenth  street.     Two-story  frame  store-house. 

27th,  Cause  of  fire,  unknown. 

9.50  P.  m.,     Responded  to  by  Station  No.  2. 
Still.  In  service  two  hours. 

Covers  spread,  seven. 

Insurance  on  contents,  $2,000.     Losses  paid,  $988. 
Loss  on  property  not  insured,  $100. 


Saturday,  Northwest  corner  of  Stockton  and  Sutter  streets. 

29th,  False  alarm. 

4.20  p.  m.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  twenty  minutes. 


Sunday,       No.  22  Fifth  street.     Three-story  frame  dwelling. 
30th,  Cause  of  fire,  children  with  matches. 

1.56  P.  m.,     Responded  to  by  Station  No.  2. 
Box  47.        In  service  fifty  minutes. 

Insurance  on  building,  $6,000.     Losses  paid,  $100. 
Insurance  on  contents,  $2,000.     Losses  paid,  $100. 


OCTOBER. 


Monday,  No.  656  Willow  avenue. 

1st,  Needless  alarm  for  chimney  burning. 

3.42  p.  m.,  Responded  to  by  Station  No.  2. 

Box  173.  In  service  forty  minutes. 


Tuesday,      Nos.  17  and  19  Powell  street.     Three-story  frame  building 
2d,  Cause  of  fire,  defective  range. 

1.54  A.  m.,     Responded  to  by  Station  No.  2. 
Box  47.        In  service  forty -five  minutes. 

Insurance  on  buildings,  $2,000. 
Insurance  on  contents,  $5,000. 


paid,  $37.50. 
Losses  paid  $30. 


Thursday,      Southwest  corner  of  Washington  street  and  Brenham  Place. 

4th,  Cause  of  fire,  explosion  of  gas-meter. 

4.25  P.  M.,     Responded  to  by  Station  No.  1. 
Telephone.     In  service  twenty  minutes. 

Loss  on  property  not  insured,  $5. 
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Friday,         Southwest  corner  of  Sacramento  and  Polk  streets. 
5th,  frame  building. 

12.50  p.m.,     Cause  of  fire,  defective  chimney. 
Box  164.       Responded  to  by  Station  No.  2. 
In  service  fifty  minutes. 

Insurance  on  building,  $2,000.  Losses  paid,  .$15. 
Insurance  on  contents,  $2,000.  Losses  paid,  $15. 
Loss  on  property  not  insured,  $5. 


Three-story 


Friday,  No.  322  Ritch  street.     Three-story  frame  dwelling. 

5th,  Cause  of  fire,  spontaneous  combustion. 

5.46  P.  M.,  Responded  to  by  Station  No.  1. 

Box  68.  In  service  forty-five  minutes. 

Insurance  on  building,  $2,000.     Losses  paid,  $40. 

Friday,  No.  224  Mason  street  (rear). 

5th,  Needless  alarm,  fire  in  wooden  ash -barrel  in  yard. 

11.57  P.  M.,  Responded  to  by  Station  No.  1. 

Box  42.  In  service  twenty-five  minutes. 


Monday,       Nos.  114  to  124  Spear  street.     Two-story  frame  factory. 
8th,  Cause  of  fire,  spark  from  smoke-stack. 

2.30  P.  M.,     Responded  to  by  Station  No.  1. 
Telephone.     In  service  twenty  minutes. 

Insurance  on  buildings,  $2,000.     No  claim. 
Insurance  on  contents,  $S,000.     No  claim. 


Tuesday,       No.  83  Stevenson  street.     Two-story  frame  dwelling. 

9th,  Cause  of  fire,  children  with  matches. 

4.30  p.  M.,     Responded  to  by  Station  No.  1. 
Still.  In  service  forty  minutes. 

Extinguishers  used,  three. 
Extinguished  by  Patrol. 

Insurance  on  building,  $750.     Losses  paid,  $50. 
Loss  on  property  not  insured,  $50. 


Tuesday,       No.  1618  Broderick  street.     One-story  frame  building. 
9th,  Cause  of  fire,  unknown. 

7.57  P.  M.,     Responded  to  by  the  Captain. 
Box  217.       In  service  one  hour. 

Insurance  on  building,  $200.  Losses  paid,  $200. 
Insurance  on  contents,  $300.  Losses  paid,  $300. 
Loss  on  property  not  insured,  $900. 
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Wednesday,  Nos.  1032  and  1034  Market  street.     One-story  frame  buildings. 

10th,  Cause  of  fire,  unknown. 

5.25  P.  M.,     Responded  to  by  Station  No.  2. 
Telephone.     In  service  forty-five  minutes. 

Insurance  on  buildings,  $1,000.     Loss,  $10. 
Insurance  on  contents,  $3,000.     Losses  paid,  $525. 


Saturday,  Brannan  street,  between  Third  and  Fourth  streets. 

13th,  Needless  alarm  for  burning  chimney. 

6.52  A.  m.,  Responded  to  by  Station  No.  2. 

Box  69.  In  service  twenty-five  minutes. 

Saturday,      No.  100  Turk  street.     Two-story  frame  dwelling. 
13th,  Cause  of  fire,  defective  stove. 

7  a.  m.,        Responded  to  by  Station  No.  2. 
Box  93.        In  service  one  hour. 
Covers  spread,  eight. 
Extinguishers  used,  two. 

Held  in  check  until  arrival  of  Fire  Department. 
Insurance  on  building,  $2,500.     Losses  paid,  $250. 
Insurance  on  contents,  $2,000.     Losses  paid,  $50. 

Saturday,      No.  704J  Natoma  street.     Two-story. frame  dwelling. 

13th,  Cause  of  fire,  upsetting  of  coal-oil  lamp. 

10.34  p.  M.,     Responded  to  by  Station  No.  2. 
Box  73.        In  service  forty-five  minutes. 

Loss  on  property  not  insured,  $5. 

Monday,  No.  9  Clay  street,  under  side-walk.     Needless  alarm. 

15th,  Cause  of  fire,  carelessness  with  cigar. 

10.51  p.  M.,  Responded  to  by  Station  No.  1. 

Box  15.  In  service  twenty -five  minutes. 

Monday,  No.  109  Dupont  street.     Messenger  wanted.     False  alarm. 

15th,  Responded  to  by  Station  No.  1. 

11.40  p.  m.,  In  service  fifteen  minutes. 
Telephone . 


Two-story  frame  buildings. 


Tuesday,       Nos.  805  to  809  Sacramento  street. 
16th,  Cause  of  fire,  defective  stove-pipe. 

7.57  p.  m.,     Responded  to  by  Station  No.  1. 
Box  25.        In  service  one  hour  and  thirty  minutes. 
Covers  spread,  four. 

Insurance  on  building,  $2,600.     Losses  paid,  $317.50. 
Insurance  on  contents,  $800.     Losses  paid,  $30. 
Loss  on  property  not  insured,  $50. 
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Tuesday,  No.  1330  Market  street.     One-story  brick  building. 

16th,  Cause  of  fire,  pipe-smoking. 

8.8  P.  m.,  Responded  to  by  Station  No.  2. 

8.10  P.  M.,  In  service  twenty-five  minutes. 

Box  95  &  Insurance  on  contents,  $1,180.     Losses  paid,  $737. 

Telephone.  Loss  on  property  not  insured,  $100. 

Friday,        Nos.  36  and  38  Waverly  Place.     Two-story  brick  building. 
19th,  Cause  of  fire,  unknown. 

5.47  a.  m.,     Responded  to  by  Station  No.  1. 
Box  25.        In  service  one  hour  and  thirty  minutes. 

Insurance  on  buildings,  $2,000.     Losses  paid,  $250. 
Insurance  on  contents,  $1,400.     Losses  paid,  $189.85. 

Friday,        No.  733  Market  street. 
19th,  Needless  alarm  for  burning  of  hanging  lantern  over  side-walk. 

6.43  P.  M.,     Responded  to  by  Station  No.  1. 
Box  48.        In  service  twenty  minutes. 

Loss  on  property  not  insured,  $5. 

Monday,       No.  764  Harrison  street  (rear).     Two-story  frame  dwelling. 

22d,  Cause  of  fire,  clothing  too  near  stove. 

10.37  A.  M.,     Responded  to  by  Station  No.  1. 
Box  63.        In  service  forty-five  minutes. 

Insurance  on  building,  $500.     Losses  paid,  $3. 
Loss  on  property  not  insured,  $2.50. 

Tuesday,       No.  1129  Mission  street.     Three-story  frame  dwelling. 

23d,  Cause  of  fire,  carelessness  with  lamp. 

5.4  p.  M.,      Responded  to  by  Station  No.  2. 
Box  183.       In  service  twenty-five  minutes. 

Loss  on  property  not  insured,  $20. 

Wednesday,  No.  1409  Baker  street. 

24th,  Needless  alarm  for  burning  chimney. 

12.53  P.  m.,     Responded  to  by  the  Captain. 
Box  326.       In  service  one  hour. 


Thursday,      No.  535  Mission  street.     Two-story  frame  building. 

25th,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

7.28  A.  M.,     Responded  to  by  Station  No.  1. 
Still.  In  service  fifteen  minutes. 

Extinguishers  used,  one. 
Extinguished  by  Patrol. 
Loss  on  property  not  insured,  $5. 
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Friday,  California  and  Larkin  streets. 

26th,  Needless  alarm  for  burning  chimney. 

2.20  p.  m.,  Responded  to  by  Station  No.  2. 

Box  138.  In  service  twenty-five  minutes. 

Friday,         No.  2514  Pine  street.     Two-story  frame  dwelling. 
26th,  Cause  of  fire,  defective  grate. 

7.47  p.  m.,     Responded  to  by  Station  No.  2. 
Telephone.     In  service  thirty-five  minutes. 

Insurance  on  building,  $2,000.     Losses  paid,  $75. 
Insurance  on  contents,  $5,000.     Losses  paid,  $55. 

Tuesday,      No.  114  Ellis  street.     Two-story  frame  building. 
30th,  Cause  of  fire,  spontaneous  combustion. 

2.46  A.  m.,     Responded  to  by  Station  No.  2. 
Box  47.        In  service  one  hour. 
Covers  spread,  five. 

Insurance  on  building,  $1,000.     Losses  paid,  $51. 
Loss  on  property  not  insured,  $50. 


NOVEMBER. 


Thursday,      No.  1301  Mason  street.     Two-story  frame  dwelling. 

1st,  Cause  of  fire,  explosion  of  coal-oil  stove. 

5.9  P.  M.,      Responded  to  by  Station  No.  1. 
Box  16.        In  service  thirty-rive  minutes. 

Loss  on  property  not  insured,  $10. 


Friday,        Nos.  124  to  128  Freelon  street.     Two-story  frame  dwelling  and 
2d,  stable. 

5.13  A.  M.,     Cause  of  fire,  supposed  incendiary. 
Box  68.         Responded  to  by  Station  No.  1. 
In  service  one  hour. 

Insurance  on  buildings,  $1,050.      Losses  paid,  $40. 
Loss  on  property  not  insured,  $1,760. 

Friday,         No.  938  Folsom  street.     One-story  frame  dwelling. 

2d,  Cause  of  fire,  explosion  of  coal-oil  lamjj. 

6  iJ.  m.,       Responded  to  by  Station  No.  1. 
Box  158.       In  service  twenty-five  minutes. 

Loss  on  property  not  insured,  $75. 
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Friday,  Corner  of  Bush  and  Sansome  streets. 

2d,  Needless  alarm  for  burning  smoke-stack  on  building. 

6.5  p.  M.,  Responded  to  by  Station  No.  1. 

Box  37.  In  service  fifteen  minutes. 

Friday,        Long  Bridge,  foot  of  Fourth  street.     Two-story  frame  building. 
2d,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

6.56  p.   m.,     Responded  to  by  Station  No.  1. 
Box  156.       In  service  one  hour  and  thirty  minutes. 

Insurance  on  contents,  $400.     Losses  paid,  $400. 
Loss  on  property  not  insured,  $750. 

Sunday,        Nos.  114  and  116  Beale  street.     Thi-ee-story  frame  building. 
4th,  Cause  of  fire,  defective  flue. 

6.45  a.  M.,     Responded  to  by  Station  No.  1. 
Box  52.        In  service  fifty  minutes. 
Extinguishers  used,  two. 
Extinguished  by  Patrol. 

Insurance  on  buildings,  $1,500     Losses  paid,  $50. 
Loss  on  contents,  $5.     No  claim. 

Sunday,        No.  402  Hayes  street.     Three-story  frame  dwelling. 

4th,  Cause  of  fire,  unknown. 

1.8  P.  m.,       Responded  to  by  Station  No.  2. 
Box  81.        In  service  twenty-five  minutes. 

Loss  on  property  not  insured,  $10. 

Sunday,        No.  816  Dupont  street.     Three-story  brick  building. 
4th,  Cause  of  fire,  defective  range. 

9.30  P.  M.,     Responded  to  by  Station  No.  1. 
Box  25.        In  service  one  hour  and  thirty  minutes. 
Covers  spread,  five. 
Insurance  on  building,  $10,000.     Losses  paid,  $50. 

Monday,  Tehama  street,  near  Second  street.' 

5th,  Needless  alarm  for  chimney  burning. 

5.20  P.  m.,  Responded  to  by  Station  No.  1. 

Still.  In  service  fifteen  minutes. 

Monday,  No.  24  Fourth  street  (rear).     Two-story  frame,  smoke-house. 

5th,  Cause  of  fire,  defective  smoke-house. 

5.46  P.  m.,  Responded  to  by  Station  No.  1. 

Box  62  &  In  service  forty  minutes. 

Telephone.  Loss  on  property  not  insured,  $35. 
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Wednesday,  No.  413  Valencia  street.     Two-story  frame  dwelling. 

7th,  Cause  of  fire,  carelessness  with  candle. 

8.9  P.  M.,      Responded  to  by  Station  No.  2. 
Box  148.       In  service  forty-five  minutes.     " 

Insurance  on  building,  $1,500.     Losses  paid,  $64. 

Insurance  on  contents,  $800.     Losses  paid,  $30. 


Tuesday,       Golden  Gate  avenue  and  Sixth  street  (rear). 

13th,  building. 

6.43  p.  m.,     Cause  of  fire,  explosion  of  coal-oil  lamp. 
Box  95.        Responded  to  by  Station  No.  2. 
In  service  twenty-five  minutes. 
Loss  on  property  not  insured,  $15. 


One-story  frame 


Sunday,        No.  512  Howard  street.     Three-story  frame  hotel. 
18th,  Cause  of  fire,  defective  grate. 

3.25  p.  m.,     Responded  to  by  Station  No.  1. 
Still.  In  service  thirty-five  minutes. 

Extinguishers  used,  two. 
Insurance  on  building,  $3,000.     Losses  paid,  $50. 


Saturday,  No.  3  Pine  street. 

24th,  Cause  of  alarm,  box  out  of  order. 

1.35  p.  m.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  fifteen  minutes. 


Sunday, 

25th, 

5.50  a.  m. 

Box  95. 


Alarm  given  for  reflection  of  sun  on  clouds. 
Responded  to  by  Station  No.  2. 
In  service  twenty  minutes. 


Sunday,        No.  5  Lick  alley.     Two-story  frame  dwelling. 
25th,  Cause  of  fire,  clothing  too  near  stove. 

10.42  a.  m.,     Responded  to  by  Station  No.  1. 
Still.  In  service  ten  minutes. 

Insurance  on  building,  $1,500.     Losses  paid,  $10. 
Loss  on  property  not  insured,  $5. 


Tuesday, 

27th, 

6.16  p.  m. 

Box  82. 


False  alarm. 

Responded  to  by  Station  No.  2. 

In  service  twenty  minutes. 
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Tuesday,      No.  3  Chesley  street.     One-story  frame  dwelling. 
27th,  Cause  of  fire,  carelessness  with  a  candle. 

8.36  p.  m.,     Responded  to  by  Station  No.  2. 
Box  153.       In  service  thirty-five  minutes. 

Loss  on  property  not  insured,  $15. 

Wednesday,  Serpentine  avenue,  Howard   and  Twenty-sixth   streets.     Two- 

28th,  story  frame  dwelling. 

12.45  a.  m.,     Cause  of  fire,  tan-bark  too  near  chimney. 
Box  236.       Responded  to  by  Station  No.  2. 
In  service  one  hour. 
Covers  spread,  three. 

Insurance  on  building,  .$1,000.     Losses  paid,  $111.15. 
Loss  on  property  not  insured,  .$50. 


DECEMBER. 


Saturday,      Car  load  of  hay  on  track,  corner  of  Seventeenth  and  Harrison 

1st,  streets. 

12.10  p.m.,     Cause  of  fire,  spark  from  passing  engine. 
Box  146.       Responded  to  by  Station  No.  2. 
In  service,  forty  minutes. 
Loss  on  property  not  insured,  $100. 

Saturday,      No.  43  Jessie  street.     One-story  frame  dwelling. 

1st,  Cause  of  lire,  drunkenness. 

10.30  p.  m.,     Responded  to  by  Station  No.  1. 
Still.  In  service  fifteen  minutes. 

Loss  on  property  not  insured,  $15. 


Monday,       Nos.  1214  to  1218  Powell  street. 

3d,  stable. 

S.27  a.  m.,     Cause  of  fire,  defective  oven. 
Box  16.        Responded  to  by  Station  No.  1. 
In  service  one  hour. 
Covers  spread,  six. 
Insurance  on  buildings,  $2,000. 
Insurance  on  contents,  $2,050. 


One-story  frame  dwelling  and 


Losses  paid,  $520. 

paid,  $561.93. 


Monday,  No.  509  Dupont  street. 

3d,  No  fire,  messenger  wanted. 

1.16  P.  M.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  twenty  minutes. 


Monday,       No.  832  California  street. 

3d,  Needless  alarm  for  boiling  over  of  kettle  of  fat. 

5.6  p.  M.,       Responded  to  by  Station  No.  1. 
Box  24.       In  service  forty  minutes. 

Loss  on  property  not  insured,  $2. 

Wednesday,  No.  501  Post  street.     Five-story  frame  building. 

5th,  Cause  of  fire,  incendiary. 

4.35  A.  m.,     Responded  to  by  Station  No.  1. 
Box  42.        In  service  one  hour. 

Extinguishers  used,  one. 

Held  in  check  until  arrival  of  Fire  Department. 
Insurance  on  building,  $  19, 000.     Losses  paid,  $200. 
Insurance  on  contents,  $8,000.     Losses  paid,  $244. 

Thursday,      No.  630  Clay  street.     Three-story  brick  building. 

6th,  Cause  of  fire,  wooden  ash-barrel. 

10.47  P.  M.,     Responded  to  by  Station  No.  1. 
Box  21.       In  service  twenty-five  minutes. 
Extinguishers  used,  one. 
Insurance  on  building.  $10,000.     Losses  paid,  $37.50. 


Saturday,  No.  1717  Bush  street. 

8th,  Needless  alarm  for  chimney  burning. 

6.24  p.  m.,  Responded  to  by  Station  No.  2. 

Box  241.  In  service  thirty-five  minutes. 


Saturday,      No.  228  Front  street.     Two-story  brick  building. 

8th,  Cause  of  fire,  unknown. 

9.30  P.   M.,     Responded  to  by  Station  No.  1. 
Box  264.       In  service  one  hour. 

Covers  spread,  twelve. 

Extinguishers  used,  two. 

Held  in  check  until  arrival  of  Fire  Department. 

Insurance  on  building,  $10,000.     Losses  paid,  $200. 

Insurance  on  contents,  $10,000.     Losses  paid,  $352.56. 


Sunday,  No.  16  Sullivan  alley.     Three-story  brick  building. 

9th,  Cause  of  fire,  defective  range. 

2.5  p.  M.,  Responded  to  by  Station  No.  1. 

2.7  p.  m.,  In  service  one  hour  and  thirty  minutes. 

Telephone  Covers  spread,  twelve. 

&  Box  25.  Insurance  on  contents,  $5,200.     Losses  paid,  $55. 
Loss  on  property  not  insured,  $10. 
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Sunday,        No.    2598   Twenty-second   street.     One-story   frame   wood-shed 

9th,  (rear). 

J.17  P.  M.,     Cause  of  fire,  children  with  matches. 
Box  143.       Responded  to  by  Station  No.  2. 
In  service  forty  minutes. 
Loss  on  property  not  insured,  $10. 


Monday,  No.  414  Post  street.     Two-story  frame  dwelling. 

10th,  Cause  of  fire,  unknown. 

7.10  P.  m.,  Responded  to  by  Station  No.  1. 

7.14  p.  If.,  In  service  fifty  minutes. 

Telephone  Covers  spread,  four. 

&  Box  42.  Insurance  on  building,  $2,000.     Losses  paid,  $200. 
Loss  on  property  not  insured,  §125. 


Monday,       Nos.  416  to  428  Sansome  street.     Three-story  brick  building. 
10th,  Cause  of  fire,  supposed  carelessness  with  candle. 

11.10  p.  m.,     Responded  to  by  Station  No.  1 . 
Box  31.       In  service  four  hours. 

Insurance  on  buildings,  $14,000.     Losses  paid,  $2,413. 
Insurance  on  contents,  $31,100.     Losses  paid  $10,557.66. 
Loss  on  property  not  insured,  $14,804.64. 

Thursday,       No.  102  Eddy  street.     Thvee-story  frame  dwelling. 

13th,  Cause  of  fire,  defective  chimney. 

6.26  p.  m.,     Responded  to  by  Station  No.  2. 
Telephone.     In  service  forty  minutes. 

Insurance  on  contents,  $1,500.     Losses  paid,  $20. 

Loss  on  property  not  insured,  $100. 

Friday,        No.  264  Third  street.     Two-story  frame  building. 
14th,  Cause  of  fire,  gas-light  in  window. 

1.35  a.  m.,     Responded  to  by  Station  No.  1. 
Box  157.       In  service  fifty-five  minutes. 

Insurance  on  building,  $500.     Losses  paid,  $96.50. 
Insurance  on  contents,  $1,000.     Losses  paid,  $314.50. 

Saturday,      No.  638i  Mission  street.     Two-story  frame  dwelling. 

15th,  Cause  of  fire,  supposed  defective  stove. 

3.26  a.  M.,     Responded  to  by  Station  No.  1. 
Still.  In  service  fifty  minutes. 

Insurance  on  contents,  $400.     Losses  paid,  $68.55. 
Loss  on  property  not  insured,  $100. 
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Sunday, 

16th, 

3.24  A.  m. 

Box  37. 


Corner  of  Mission  and  First  streets.     Two-story  frame  machine 


Cause  of  tire,  defective  furnace. 
Responded  to  by  Station  No.  1. 
In  service  two  hours. 
Covers  spread,  nineteen. 
Insurance  on  building,  $17,480. 
Insurance  on  contents,  $52,020. 
Loss  on  property  not  insured,  $3, 


Losses,  $1,412.50. 
Losses  paid,  $2,798.90. 


Sunday,        Brannan   street,   between   Seventh   and   Eighth    streets    (rear). 

16th,  One-story  brick  building. 

3.55  P.  M.,     Cause  of  fire,  defective  dry-house. 

Box  152.       Responded  to  by  Station  No.  2. 

In  service  one  hour. 

Covers  spread,  three. 

Insurance  on  building,  $3,000.     Losses  paid,  $680. 
Loss  on  property  not  insured,  $1,000. 

Monday,       No.  1141  Folsom  street.     Two-story  frame  dwelling. 
17th,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

2.35  p.  m.,     Responded  to  by  Station  No.  2. 
Box  73.        In  service  forty-five  minutes. 
Covers  spread,  three. 
Extinguishers  used,  two. 

Held  in  check  until  arrival  of  Fire  Department. 
Insurance  on  contents,  $600.     Losses  paid,  $163.50. 
Loss  on  property  not  insured,  $300. 

Tuesday,  False  alarm. 

18th,  Responded  to  by  Station  No.  1. 

10.25  p.  M.,  In  service  tweny-five  minutes. 
Box  68. 

Friday,         No.  744  Mission  street.     Three-story  frame  factory. 
21st,  Cause  of  fire,  unknown. 

4.45  a.  M.,     Responded  to  by  Station  No.  1. 
Box  62.        Insurance  on  building,  $3,000.     Losses  paid,  $32.50. 
Insurance  on  contents,  $500.     Losses  paid,  $150. 


Wednesday,  Santa  Clara  and  Utah  streets.     One-story  frame  dwelling. 

26th,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

5.31  p.  m.,     Responded  to  by  the  Captain. 
Box  238.       In  service  thirty-five  minutes. 

Insurance  on  contents,  $550.     Losses  paid,  $297 
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Thursday,      No.  525  Ivy  avenue.     Two-story  frame  stable  and  store. 

27th,  Cause  of  fire,  supposed  incendiary. 

10.15  A.  M.,     Responded  to  by  Station  No.  2. 
Box  85.        In  service  thirty-five  minutes. 

Insurance  on  building,  $200.     Losses  paid,  $6.25. 
Insurance  on  contents,  $600.     Losses  paid,  $10. 


Sunday,  No.  619  Larkin  street. 

;30th,  Needless  alarm  for  chimney  burning. 

1.20  p.  M.,  Responded  to  by  Station  No.  2. 

Box  94.  In  service  thirty-five  minutes. 


Sunday,  Hayes  and  Octavia  streets. 

30th,  Needless  alarm  given  for  reflection  of  fire  in  grate  on  ceiling. 

11.16P.  M.,  Responded  to  by  Station  No.  2. 

Box  85.  In  service  twenty  minutes. 


Monday,  No.  179  Minna  street. 

31st,  Needless  alarm  for  burning  chimney. 

5.45  p.  m.,  Responded  to  by  Station  No.  1. 

Still.  In  service  fifteen  minutes. 


Monday,       Southwest  corner  of  Fremont  and  Mission  streets.     Three-story 
31st,  brick  and  frame  mill. 

7.19  p.  m.,     Cause  of  fire,  defective  dry-room. 
Box  52.        Responded  to  by  Station  No.  1. 

In  service  one  hour  and  thirty  minutes. 

Covers  spread,  twelve. 

Loss  on  property  not  insured,  $400. 


Index  to  Fires  and  Alarms. 


Street. 
Austin 
Ashe  Ave .  . 
Beale 


Brannan , 


7 
24 
304 
115 
121 
114 
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509 
715 


Brannan  and  Clinton 

Brannan,  bet.  Seventh  and  Eighth 

Brannan  Street  Wharf 

Brannan,  bet.  Seventh  and  Eighth 

Brannan 733 

Brannan,  bet.  Third  and  Fourth 

Brenham  Place 

Broadway 375 

Bush 621 

932 

833 

215 

1717 

2629 


Bush  and  Devisadero 
Bush  and  Battery  .  . . 
Bush  and  Sansome  . . 


Bryant 721 

Broderick 1618 

Broderick,  bet.  O'Fairel  and  Ellis   

Battery 5 

205 

Berry,  bet.  Fifth  and  Sixth 

Boardman 48 

Bartlett 445 

Bartlett  Alley 

Baldwin  Hotel 

Baldwin  Theatre 
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Street. 
Drnmm  . . . 
Eighth 


Eighth  and  Harrison 
Eddy 


No. 

14 

492 

215 


127 
410 
102 


Eddy  and  St.  Joseph  Ave 

Eddy,  bet.  Laguna  and  Octavia 

Eleventh 940 

East 307 

Everett 9 

Ellis 114 

Eighteenth,  bet.  Sanchez  and  Noe 

Eighteenth,  bet.  Church  and  Sanchez 

False  alarm 


Fourth 417 


"      138 

"       315 

"       345 

"       24 

Fourth  and  Townsend 

Freeman 135 

Folsom 733 

"      1036 

" 938 

"      1141 

Folsom  and  East 

Folsom  St.  Wharf 

Fell 50SJ 

Fremont 135 

Freelon 131 

124 

First 106 


22 

233 

115 

833 

513 

" 228 

Frederick 19 

Filbert 720 


Fifteenth 
Front  . . . . 


[     §0     ] 


Street.  No.  Page. 

Fifth  445  ....  63 

"      22  ....  64 

Geary 727  ....  20 

"      419  ....  28 

"      1014  ....  29 

"      529  ....  37 

"      9  ....  39 

Geary  and  Mason ....  41 

Geary  and  Mason ....  50 

Gilbert 21  ....  43 

Golden  Gate  Ave 40  ....  30 

102  ....  52 

316  ....  61 

6  ....  70 

Gough 513  ....  36 

Geneva 14  ....  45 

" 14  ....  53 

Garden 18£  ....  46 

Guerrero 17  ....  60 

Green 426  ....  61 

Howard 921  ....  18 

610  ....  21 

661  ....  46 

548  ....  55 

512  ....  70 

Howard  and  Beale     ....  53 

Hayes 502  ....  24 

"     325£  ....  25 

"      333  ....  44 

"      402  ....  69 

Hayes  and  Octavia ....  75 

Hyde 299  ...  25 

" 299  ....  54 

Harrison 764  ....  67 

Harrison  and  Seventeenth ...  — 

Ivey  Ave 3  ....  35 

525  ....  75 

Jackson 730  ....  19 

710  ....  35 

737  ...  43 

920  ....  63 

Jackson  and  St.  Louis  Alley ....  41 

Jones 2  ....  48 

Jones  and  Turk ....  29 

41  ....  48 

43  ....  71 
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Street.  No. 

Jackson  Street  Wharf 

Kearney 20 

233 

SOS 

135 

345 

"        626 

S10 

'•        205 

.  Kearney,  bet.  Bush  and  Post 

King,  bet.  Fifth  and  Sixth 

Larkin 1308 

"       1027 

"      :...... 619 

Linden  Ave,  bet.  Oetavia  and  Gough 

Langton 135 

Long  Bridge 

Lick  Alley 5 

Market   1028 

1022 

"        733 

"        719 

106 

1152 

"       927 

325 

29 

"        1032 

"        1330 

"        733 

Market  and  Second 

Market  and  New  Montgomery 

Mason 419 

"       224 

"       1301 

Mason  and  Geary 

Minna 257 

" 551 

"       259 

"      1458 

"      179 

Mission 517 

1065 

963 

531 
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Street.  No. 

Mission 2622 

1430 

641 

1129 

535 


744 


Mission  and  Fremont. 
Mission  and  First.  . .  . 

Montgomery  Ave 

Main   


214 

25 

124 

125 

704A 

1525 

Octavia 406 

O'Farrell 203 

113 

12 


Natoma 

Needless  Alai-m. 
Noe 


Oregon  

Oak 

Oregon  ani  Drumm 
Pine 


Pine  and  Front 

Pine,  bet.  Polk  and  Larkin 

Pierce,  bet.  Chestnut  and  Francisco . 
Pierce  


Pierce  and  Lombard. 
Post'. 


Polk 

Pacific 

Pacific  Mail  Dock. 
Powell 


Ridley 


1410 

704 

2514 

3 


915 


27 
106 
105 
412 
209 
639 
524 
501 
414 
1325 
20S 


1218 
12^ 
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No. 
40 

Rich 

322 
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408 
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Sixth 
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"      426 

"      fi 

313 
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.     322     . 
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11 
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...      114 

"      210 
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84 


Street.  No. 

Sanchez 713 

Serpentine  Avenue,  between  Howard  and  Twenty-sixth 

Sullivan  Alley 16 

Santa  Clara  and  Utah 

Second  


206 

4-8 

12!) 

Turk 220 

"      311 

100 

561 


Tehama 

Tehama  and  Second 
Third 


"      250 

" 261 

"      400 

"      144 

"      264 

Twenty-eighth 303 

Twenty-fifth 1411 

Tenth 32 

Twenty-second 2598 

Utah  and  Alameda 

Union 517 

Valencia 903 

1012 

413 

Vallejo  Street  Wharf 

Vallejo 629 

Vienna  Garden 

Washington 419 

S10 

841 

407 

"             54(1 

Washington  and  Spofford  Alley 

Washington  and  Brenham  Place 

Washington  Allley 7 

Waverly  Place 21 

30 

: 36 

West  Mission 

Willow  Avenue 656 

York   1225 


